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Corrugated heating Long back-and-forth 
surfaces fire travel 


Just a moment’s inspection will 
suffice to show you that the Weil- 


McLain Boiler is far in advance of 


ordinary boiler practice. Giving 
more heat from less fuel with 
minimum attention — having the 
advantages of being easy to sell 


and easy to install—this boiler 
offers satisfaction and profit to 
both you and your customers. 


Weil-McLain Company 


Manufacturing Division Jobbing Division 
Michigan City, Indiana Chicago, Ilinois 


Welil-MLain 


BOILERS 
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VOGEL Frost Proof Closet 
No. 1 
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Porgéverance/ 


Perseverance is more prevailing than violence and many 
things which cannot be overcome when they are together, 
yletd themselves up when taken little by litile. 

Plutarch. 


Trying to pull over the fence of profitable 
business all at one time is a tough job but 
taken picket by picket, it’s very easy. 

The small jobs count up and the bigger jobs 
are what make work pleasant. 

Installing VOGEL Frost Proof Hydrants and 
Closets will give you the “‘in’”’ on how to pile 
up a really nice business. 

There are thousands of prospects in your 
territory and you'll be surprised how easy it 


is to sell them VOGEL 


quality products. a 


Get full information 
today. 


JOS. A. VOGEL CO. 


Wilmington, Del. 


ENN com Of \ 
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St. Louis, Mo. 
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One of Childs’ New York 
Restaurants—heated by 
Heggie-Simplex Boilers. 


= 


“Cees As 





Where Heating is as Important 
as Eating 


{t= larger restaurants, hotels and businesses catering to the 
public well realize that their patrons must be served in 
comfort. Day-in-and-day-out dependability of Heggie-Simplex 
steel boilers insure June weather the year around, with an 
economy of operation that clinches the preference they enjoy 
as the most modern of heating boilers, in the most modern 


of buildings. 


Heggie-Simplex Boiler Co., Joliet, Illinois. Representatives in principal cities 
— telephone and address listed under “ Heggie-Simplex Boiler Company.” 


HECGCIE-SIMPLEX 


ELECTRIC-WELDED STEEL HEATING BOILERS 
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RUBBER GOODS IN THE CLOSET TANKS YOU BUY 





























The most inexpensive part of any fixture is the rubber 


equipment. Why not insist on quality rubber goods 
that you will not be obliged to replace. 


THE H. O. CANFIELD COMPANY 


BRIDGEPORT CONN. 
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Left: No.3, one of the seven sizes of Hoffman Instanta- 
neous (direct type) Automatic Gas Water Heaters. Can 
be supplied with wall brackets or leg base as desired. 

Right: The new Hoffman Master Automatic Storage 
System (patents applied for), which is available in two 








18 Years’ Service 


without a dollar’s worth of repairs 


Hl 


B px profit you make from the instal- 
lation of a gas water heater can be 
lost many times over if it requires extend- 
ed and expensive servicing. 


Thus it is wise to make sure that the heat- 
ers you install will function efficiently 
over a period of years with a minimum 


of attention. 


Hoffman Heaters have long been famous 

for their ability to deliver hot water year 
in and year out with little or no attention. . 
We can point to countless installations 

which have been giving the utmost satis- 

faction for periods as long as 18 years. 


Pictured here, for example, is a Hoffman 
Heater installed 18 years ago in the home 
of Mrs.E. Jedlicka, 1200 Melbourne Road, 


East Cleveland, Ohio. 


In all that time it has not required 
the expenditure of a dollar for repairs, 
yet it is still in daily service! 


Another advantage of installing Hoffman 
Heaters is that you can secure any desired 


type of heater from a single source. In fact, 
the Hoffman Heater Company is the only 
concern manufacturing an absolutely 
complete line of water heaters, including 


instantaneous heaters in all sizes, domes- 


tic storage systems, multicoil storage sys- 
tems, unit storage systems, tank heaters 
and house heaters. 


OF FMA, 


AUTOMATIC 
GAS WATER HEATERS 


‘ rol ben , 





THE HOFFMAN HEATER CO., Inc. 
1701-15 Eighteenth Street 
Louisville, Ky. 
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A Unit Heater 


for any space — large or small 





UTILITY HEATER 


The newest Thermo- 

dine. Weighs only 40 

pounds. Replaces ap- 

proximately 100 sq. 

ft. of cast iron radi- 

ation. Silent in oper- 
ation. 











No. 701 
Weighs only 
125 pounds, re- 
places 700 to 
800 sq. ft. c. i. 
radiation weigh- 
ing approxi- 
mately 4,900 
pounds. Sus- 
pends from 
steam line up 
out of way. 
Widely used for 
industrial heat- 
ing and drying. 
Maybeinstalled 
to supply heat 
any direction. 














Write today for Catalogue 127. 
This book will give you full de- 
tails about the complete line of 

hermodine Unit Heaters for 
industrial heating and drying. 

















No. 301 


Weighs only 75 
pounds, replac- 
es 250 to 275 
sq. ft. c. i. radi- 
ation. Widely 
used in large 
offices, lobbies, 
etc. Great Heat- 
ing Capacity. 














The first complete line 
EVER BUILT/ 


With the development of the 
Thermodine Utility Heater for 
small space heating, Modine now 
offers the first complete line of 
unit heaters ever built. 


No matter what your problem may 
be—whether it is heating a large fac- 
tory building or small office—there 
is now a Thermodine Unit Heater 


ready at all times to render perfect 
heating satisfaction. Hundreds of 
installations prove their remark- 


able efficiency and dependability. 


Light in weight—easily installed— 
economical of operation, all Ther- 
modine Unit Heaters possess un- 


usual heating capacity. And they 
can be used for ventilating, too! 


MODINE MANUFACTDURING CO. 
Heating Division 
1703 Racine Street 
Branch offices in all large cities 


Heat the Thermodine Way — 
reliable—efficient—economical 


RACINE, WIS, 


THERMODINE 


UNIT HEATER 


FOR STEAM OR HOT WATER HEATING SYSTEMS 


| TherModine 
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A Business Builder 


The Porceliron Laundry Tray 
is alive feature for every plumb- 
er. It is made by one of the 
largest porcelain enameling 
plants in the country. Each 
compartment is deep drawn in 
one piece of heavy gauge iron. 
The surface is porcelain enamel, 
inside and out. There are no 
cracks, seams or joints. The 
enamel will not chip easily and 
will never craze nor scale. A 
good looking, sanitary, moder- 
ately priced laundry unit; easy 
to sell, easy to install and a 
source of credit to the plumber 
wide awake enough to suggest it. 


DOMESTIC ENGINEERING 


ee oi 


Free Booklet 

In plain English this is “a peach of 
a proposition” for master plumbers 
and jobbers. Write now for com- 
plete information. 





SELL THIS ATTRACTIVE LAUNDRY UNIT 





A Money Maker 


The Porceliron Laundry Tray 
is a labor saver for the men 
who handle it as well as for 
the women who use it. In the 
first place, it is shipped boxed, 
thus economizing storage space 
and reducing the danger of 
damage. In the second place, 
it can easily be handled and 
installed by one man. Each unit 
is shipped assembled except the 
legs. Consequently installation 
is merely a matter of bolting 
the legs in place, setting up the 
unit and connecting the lines. 
What you will save on labor 
would make a handsome profit. 


INGRAM-RICHARDSON MANUFACTURING CO. 


202 Thirty-second Street, 
Porceliron Factories at BEAVER FALLS, PA. 


Beaver Falls, Pa. 
FRANKFORT, IND., 


BAYONNE, N. J. 
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built of continuous 


seamless copper tubes 


for pressures from 


25 to 350 lbs. 


Non-corrosive 
Compact 


Light-weight 





Integral galvanized steel casing 
ready for pipe and duct connections! 


Like Low Pressure Aerofin (formerly known as Aerofin, merely), High Pressure 
Aerofin has the proved crimped helical extended surface and retains all of the cardinal 


advantages of its predecessor, the most widely used of all Fan System Heating 
Surfaces. 


Like Low Pressure Aerofin, High Pressure Aerofin incorporates all of the seven 
prerequisites of the ideal heating surface. It is (1) non-corrosive, (2) extraordinarily 
light in weight, (3) strong and durable, (4) amazingly compact, (5) extremely effective 
in heat-transmission, (6) fully encased, ready for pipe and duct connections, and (7) a 
complete tested unit, requiring no internal connections or special fittings. Hence, 
High Pressure Aerofin may be installed more easily, faster, and at the lowest cost of 
any high-pressure heating surface ever offered. Best of all, the installation cost of 
Aerofin can be estimated accurately because there are no uncertainties to be reckoned 
with, such as special foundations or platforms, heavy handling, breakage or leakage. 
Descriptive and Technical Bulletin, covering either Low or High Pressure Aerofin 


(or both) mailed upon request. 


Whatever you’ve wished for in a Fan System Heating Surface 
you'll find in Aerofin! 


LOW eat 
AEP FIN Aecrorin Coreorarion 


750 Frelinghuysen Avenue 
2 to 50 RO pressure Newark. NJ. 
Tube-plate construction Aion 


AEROFIN IS SOLD ONLY BY MANUFACTURERS OF NATIONALLY ADVERTISED FAN HEATING APPARATUS 


4 HIGH AEIN 


EROF 


25 to 350 Ibs. pressure 
Continuous seamless tubes 
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In the Heart of Every Sylphon Instrument 
Lies a Guarantee of Dependable Satisfaction 


OR your customer, who will benefit by 


dependable damper control—Sylphon 
Hot Water Damper Regulators are most 
efficient. Motivated by the Sylphon Bel- 
lows (the diaphragm recognized as the 
most durable, sensitive expansion unit 


known to science) —they have to be 
DURABLE — DEPENDABLE — SENSITIVE 
































For Hot Water Damper Regulation 


Hot Water Damper Regulators are just as necessary for every hot 
water heating system you install as are Steam Damper Regulators 
for steam heating systems. They maintain house temperatures at 
the desired point, with a minimum of fuel consumption, by auto- 
matically opening and closing the draft dampers in quick and direct 
response to changes in water temperature. They assure permanent 
heating satisfaction on your job without costing you time or labor 
for servicing. Don’t overlook your opportunities for installing Syl- : 
phon Damper Regulators on existing uncontrolled house heating : | 
hot water boilers, as well as on new jobs. : 





You will not only increase your profits and your customer’s satis- 
faction by installing Sylphon Hot Water Damper Regulators, but 
you will get far more uniform house heating and greater fuel 
economy. They are simply and easily installed and will last as long 
as the boiler. 


Send for Bulletin KDR-5 today. 




















The well-known This can be dowe hundreds of thousands / \ unit known to 
Sylphon Bellows, A of tnes~ \J science. Note the 
used as diaphragm / i aaa ( large extent of ex- 
in all Sylphon Pr ? LOSS OF FLENIBIL a pansion and con- 


traction, which in- 
sures smooth,, 
positive action, 


Damper Regulators, 
$rieHo ” een cows 


is the most sensi- 

tive, flexible and 

durable expansion —, 
7 ‘9p hort 















dhe Julton Sylphon Compan 


Originators and Patentees of the Sylphon Bellows 


Knoxville, Tennessee, U.S.A. 


Sales Offices in. New York, Chicago, Detroit, Boston, Philadelphia and all the principal cities in U.S. European Representatives: Crosby Valve & Engineering 
Co., Ltd., 41-42 Foley Street, London, W. 1, England. Canadian Representatives: Darling Bros., Ltd., 120 Prince Street, Montreal, Canada. 
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Why does 


the NAVY 
always save a 


few knots? 
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You, too, can use this comparison 
to your advantage and profit 


UPPOSE a battleship’s maximum speed would 

carry it from New York to Boston in 8 hours. 
It will burn more fuel at this racing speed than if it 
covered the distance at its normal cruising speed 
and took possibly 10 or 12 hours. Unless time is a 
vital factor, the extra fuel burned is wasted. For 
it is a law of operation, that, in order to operate 
efficiently and economically, machines must nor- 
mally operate at Jess than maximum capacity. And 
this is just as true of a heating boiler as any other 
machine. That is an illustration or comparison 
we are using in our national advertising campaign 
to acquaint boiler prospects with the economic 
necessity for a Fairly Rated Boiler having plenty 
of Fire Surface. We explain that given normal 
cold weather conditions if, in order to heat a home, 
the boiler has to be driven at top speed, more fuel 


is burned than if it were only necessary to drive it 
at less than top speed. And that the extra fuel 


burned is wasted. 


By means of this simple but interesting comparison 
you, too, can prove to a prospect that if he wants 
comfort and heating economy he should have a 
boiler with Sufficient Fire Surface Fairly Rated to 
give all the heat wanted while operating at less than 
maximum capacity. 

To further help architects and heat- 
ing contractors to thoroughly acquaint 
their clients with the economic neces- 
sity for a Fairly Rated Boiler we have 
issued a 32-page booklet, ‘‘The Truth 
About Boiler Ratings’ — a valuable 
book for architects and heating con- 
tractors to lend to their clients. The 
coupon below will bring you a copy 
by return mail with our compliments. 











THE H. B. SMITH COMPANY 
Home Office and Works: Dept. A-38, Westfield, Mass. 


Sales Offices and Warehouses at: 


WESTFIELD BOSTON NEW YORK PHILADELPHIA CLEVELAND 





The H. B. Smith Company 
Dept. A-38, Westfield, Mass. 


Gentlemen: ()Send a copy of your new booklet on Boiler Ratings. 
C1) Also send me copy of your booklet ‘Does it Pay to Install an Oil 


THE ABs SMITH 


BOILERS & RADIATORS _, 


. - — ~ —— Burner.”’ ? 
lésed in fine homes and buildings suwe 1860 
Name 
The H. B. Smith Bowlers for steam, hot water and 
vapor heating; radiators; and hot water supply Street 
boilers; for every type and size of private home, 
City State.. 


office building, factory and public building. 
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A Letter from Harry G. Nye 
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Nye Vise Stands 
with Pipe Bender 


Equipped with or without Nye 

Vises. Can be drilled for any 

size vise specified. Bender can 

be used with open side vise or 

bench vise. 

With Legs and No. 10 Self- 
Locki 


ing Vise, 
Net each............$15.35 


With , but without 
Vises, Net each...... 1 





Patented 
THE NEW NYE CHAIN VISE 


A handy, compact little vise, pos- 
sessing Maximum strength, while of 
minimum weight. Easily carried. in 
tool kit. Equipped with standard 
jaws. Having features not found in 
similar vises, the double lever tight- 
ening device being above the bench, 
rather than below, insuring faster and 
smoother operation. 

No. 51 Capacity %teo244” Net $ 467 
No, 52 ” 4% te 4" - 10.00 


ABSOLUTELY GUARANTEED 


NYE RATCHET REAMER 














A high cl: th: b 

The Sk oe ee: 
bedded in body to prevent mis- 
alignment, are made of the high- 
est grade alloy steel obtainable, 
Will ream from \ to 3 in. pipe, 
which makes this tool take the 
place of any two reamers on the 
market. 





Nye Bit Brace Reamer 
Reams from \% to 1% inches inclusive 
This reamer is made with a tapered shank 
which will fit any standard bit brace. Drop 
me from the highest grade alloy tool steel 
and tempered in oil. A very handy little tool 
baving a wider range than any other similar 

reamer, 


ListPrice - = = $1.17 
ABSOLUTELY GUARANTEED 
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TO THE PLUMBERS AND STEAMFITTERS OF 
THE U. S. A. 





Fellow Citizens: 


Remember when the bicycle was invented, and most of the 
cities passed ordinances that you couldn't ride the 
darned things on the sidewalks, because you might hurt 
somebody? And now what can you do? You can take a 
locomotive, or the same thing, and run it down the main 


street, and people don't even turn to look. That is, 
most of them don't. 


Some folks long for the good old times, when about the 
worst that could happen to you was to have a livery 
horse run away. Now not all the people who climb tele— 
phone poles are telephone linemen. They are people with 
automobiles, or people trying to get out of range of 
them. I don't know whether life is getting better or 


not; I know it is getting more uncertain. 


Maybe you have seen a picture of Washington Crossing the 
Delaware. It was considered a great feat, and it was—— 
standing up. Because, according to the picture, he did 
it standing up in the boat, and he ought to have been 
pinched for it. What I want to know is, where were the 
lifeguards? It was quite a trick all right. But he 
ought to see us crossing Main Street. 


Washington never had to cross Michigan Avenue, or Broad— 
way, Or Canal Street, or Commonwealth Avenue, or a lot 
more. If he had, something might have crossed Washing— 
ton, instead of him crossing something else. They say 
the folks of the present are not neighborly; but just 
the same we are always running across old friends, and 
we seem to be mighty careless what part of them we run 
across. 

Of course, in a way, a horse and buggy was just as 
dangerous as an automobile. I know a lot of fellows who 
did their courting in a horse and buggy; that is, in the 
buggy. But you were all right as long as you stayed in 
the buggy. But in an automobile you can have a colli- 
sion standing still. People are always backing into you 
without even an introduction. 


I don't know whether the times are better than they 
were, or not. I know one thing: I know the pipe-tools 
are. Nye tools are as far ahead of the old-fashioned 
kind as an automobile is of a buggy and a sorrel mare. 
While other engineers have been working on quicker 
transportation, we have been working on quicker pipe-— 
threading. Don't poke along with horse and buggy tools 
any longer. Use Nye's. 


Faithfully yours, 


Wary 4 Ke 


OTHERWISE KNOWN AS 
THE NYE TOOL & MACHINE WORKS 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 


Copyright 1927 by Harry G. Nye 
All rights reserved. 
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THATCHER ROUND BOILER 

















Made in all sizes for 
both steam and hot 


For rated capacity the 
most powerful house 


Eat. : 
11 We THATCHER 60. prea gg 


water. NEWARKNG. 
KOWYORK=CMCAQO 






Its Performance Brings 


More Business and Added Profits 












HEN yousellaThatcher Round 

Boiler you sell it with complete 
confidence, knowing that its perform- 
ance will satisfy the most exacting 
purchaser. 


Its exceptional performance is pri- 
marily due to the “staggered” fire 


with full trade information. 


NEW YORK 
21 W. 44th St. 


travel which utilizes the hot gases and 
smoke—a fuel saving feature of prime 
importance; the sensitive and auto- 


+ matic drafts, checks and dampers; the 


less frequent firing periods due to the 
depth of the fire pot with its large coal 
carrying capacity. 


These and many other advantages that have made the Thatcher Round 
Boiler famous for its exceptional performance are described in an 
illustrated folder which we will gladly mail to you on request together 


THE THATCHER COMPANY 


Since 1850 


NEWARK, N. J. 
39-41 St. Francis St. 


CHICAGO 
341 N. Clark St. 











THATCHER 


BOILERS-FURNACES-RANGES 
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F NOT a single new building were erected 
for the next six months, heating contrac- 
tors could solicit vacuum valve business from 
old customers and prospects and make sub- 
stantial profits. Every steam heating system 
without vacuum valves is wasting fuel. The 
installation of good vacuum valves on every 
radiator brings permanent savings in fuel con- 
sumption. They give instant and constant heat 
that has the smooth uniformity and silent 
operation of hot water, together with the quick 
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action of steam and the economy of a vacuum 
system. 

There is a wide field for good vacuum valves. 
For example— DOLE VACUUM VALVES. 
(No. 2.) It will pay you to call on or circularize 
every Customer or prospect in your city. 
We have just prepared an interesting folder 
entitled, “Let’s look into this business of high 
fuel bills.” It is attractive and written so thatthe 
layman can understand it. Let us send youa 
supply, free. Youand yourcustomers will profit. 





DOLE VACUUM VALVES (ve. 2) 


automatic, non-adjustable, guaranteed for 5 years 
THE DOLE VALVE COMPANY cnigaés"itinois 
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Longevity 
plus reduced 
installation cost 


Cohoes Pipe is specified first 
because of its long life. The 


Cohoes standard of hand 


a ; : ) puddling has remained un- 
[aaa Oe wee —CStéshtrngedd for 72 years. This 


New York City 


| J Lavender, nding Gniracr eal eae "> is the only process for pro- 
= oe . © ducing the Genuine Hand 
Wrought Iron Pipe. Because 


it is easy to cut and thread, 
installation costs are very 
considerably reduced. 





The Cohoes Pipe Hand Book 

contains valuable information 

about Wrought Iron Pipe — 

including sizes, weights, in- 

stallations, etc. We have a 
copy for you. 
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Small homes are your greatest 

market. They can now be eco- 

nomically heated by GAS with 

the new Ideal Arcola Gas 
Heater. 
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Stores, offices, flats can be effi- 

ciently heated by installing a 

clean, care-free Arcola GAS 
Heater. 








A huge new market for gas heating 


opened for you by 


IDEAL ARCOLA GAS HEATERS 


ODEST HOMES—cottages— 


bungalows! These are the 
greatest market for gas and heating 
equipment of every kind. 


But until recently there was no 
gas heating system especially de- 
signed for such homes. Gas heating 
was a luxury—only big houses of 
wealth could have it. 

Now, gas can be the heating fuel 
for everybody. Ideal Arcola Gas 
Heaters are planned and built for 
small homes and stores, with or 
without basements. They are com- 
pletely flexible as to size and type 
of equipment, and may operate one 
or a half-dozen radiators. 


A 





Sizes— Ratings 
HEATER A.G.A. RATING 
NUMBER Steam Water 

Gie ......... 225 375 
CAG _..-. 5... 300 500 
GAG) ...2..... 375 625 
GAs 355 450 750 


ACKETS, canopies, and draft 

diverters are all of beautiful, 
lustrous gray vitreous enamel 
presenting an unusually attrac- 
tive appearance. 

Heaters are furnished with par- 
lor (uninsulated) jackets for up- 
stairs installations, withinsulated 
jackets for basement installa- 
tions, or without jacket. 

They may be equipped for 
complete automatic operation 
with either steam or water trim 
—snap action or throttling valve 
control optional. 

This flexibility of equipment 
makes Gas Arcolas adaptable to 
the widest possible variety of 
heating requirements. 


Product of 
Amaaican Raptator (pMPANY 








The cleanness, convenience and 


reliability of gas for heating is even 
more important to the Owner of a 
small home, who does all his own 
work, than to the master of a great 


establishment. ' 

HE many “talking points” of gas 

heating make the Arcola Gas 
Heater a wonderful plant to install 
in every house of an entire suburban 
development. The speculative 
builder can sell houses on his gas 
heating story alone. 

The Arcola Gas Heater is the only 
thing of its kind. Handsome,,. eco- 
nomical, soundly built, it is a heating 
plant to feature in your fall selling. 


\ 





AMERICAN - GAS - PRODUCTS - CORPORATION 
376 LAFAYETTE STREET -NEW YORK CITY 
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Trane Offset 
l'rap, 14" size 






Bottom view o 
trap showing 
Various post 
tions offset 
fitting 


eAngles/ 


Right hand corner, left hand corner, straightaway—or any other angle you 
want, including reverse. All in one! This Trane trap has a standard pipe 
thread at the outlet and an offset piece to fit, as illustrated. Tighten up the 
offset to give any angle desired. Simple—handy—-convenient— inexpensive. 
Furnished in 14 and 34 inch sizes. By substituting nut for offset fitting on 
half-inch size trap, you have a half-inch angle pattern trap with three: 
quarter-inch outlet. Or offset fitting with three-quarter-inch outlet can 
be used on half-inch trap when desired. 


we: Ofte kn. LE Dis is truly the Handy Andy of radiator traps. The one trap that fits any- 


ting with 34-inch where. You should carry a few in stock. 
outlet Can Be 


Used On “4-inch ; ° 
Trap When De- Traps are standard Trane products—genuine Trane fourteen corrugation, 
sired, ‘ : 
seamless, jointless bellows, operating from any and all vacuums to twenty’ 
Kauipped with — five-pound pressures without adjustment; all brass body and fittings; five- 
Halt Such Trap year operating guarantee. 
VieaGen. Order a half-inch trap from your jobber today. You'll use it. It’s quality 
through and through, and it fits anywhere. 


If you mention this advertisement when you order, we will include the 





Other Trane Products Be 
. i hexagon nut as well as the regular offset fitting without extra charge. Price 
Se yen Rey: om Pacgy enw hn is the same as for our standard angle pattern traps. 


Line Condensation, Vacuum, Circulating 
Pumps for Heating Systems and similar 
ervice 


Meuccemors. to. radiators: Unit Tre Trane Company 


Heaters—-successors to radiators nit 
Heatets and Blast Heaters, using Trane > 
Patented all-copper Heating Elements. 204 Cameron Ave. La Crosse, Wis. 


Toronto, 2, Ontario 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


T A RECENT GOLF MEET HELD BY THE 
association of master plumbers of a large city, one 
of the members remarked that the gathering might 

easily be taken for a crowd of bank executives. Gather- 
ings of master plumbers and heating contractors look 
more and more like corporation board meetings, and an 
example of this fact is shown on the front cover this 
week. The group of men seated around the table is the 
board of directors of the New York State Association 
of Master Plumbers, and the photograph was taken in 
the rooms of the Buffalo association. Except for the 
fact that we may recognize some of 


can be used to improve my own ideas, and master plumb- 
ers can do the same by picking up thoughts from the 
other masters whose stories are told in this monthly sec- 
tion devoted to the increasing of sales in the plumbing 
and heating business. Valuable new ideas appear in each 
months’ section. 


: INSERVATISM IS NO DOUBT A SENSIBLE 
attitude at times, but there are also, of course, times 
when conservatism holds back progress. We have ex- 
amples of this every day in the business, social, theolog- 

ica) and other spheres of activity. The 





these faces, they might easily be taken 
for the board of directors of any 
large corporation. This change in 
the appearance and manners of the 
personnel of master plumbers’ asso- 
‘ations throughout the country is re- 





whatever 7 
flected in the apnearance and charac- 


ter of the plumbing establishments 
themselves. An association can do 





a ereat deal of wood for its members tion ? 
3.—What 


in a number of wavs. but the best 
wav to keep a memhershin enthusias- 
tie ahont its assaciation is to make 
more monev for it. and a number of 
associations have done that thing bv 
helning its members increase their 
sales. and also increase their prestige 
in their home cities. Notable exam- 
nles of this type of association are 
those in Richmond, Norfolk, San An- 
tonio and Buffalo. These are the 
associations which are mentioned in 
this month’s merchandising section, 
which is the section known as “Mer- | 


ing? 





Do You Know— 


1.—How many  sstates 
have no plumbing legislation 


2.—What state associa- 


tion holds quarterly meetings 
instead of an annual conven- are publishing a story called “Gas 


is another 
name for the overhead sys- ject. The story tells something of 


tem of drop supply hot 
water heating? 


4.—Who is president of 
the A. S. S. E.? 

5.—What are the five 
major commercial products 
of petroleum? 


6.—When and where will 
the new N. A. M. P. direc- 
tors hold their first meet- 


Answers are on page 92 


heating contractor in the past is said 
to have been a trifle too conservative 
in the manner in which he refused to 
take advantage of the convenience of 
the gas-steam radiator. Now this 
method of heating has become more 








popular, and the heating contractors 
are taking up its use. This week we 


Fired Steam Radiators.” written by 


H. T. Hall. an authoritv on the sub- 


the use of this tvne of heating unit, 


ond exnlains its advantages. 


So™ E TIME AGO WE 
learned quite a bit about the ex- 
act temperature at which drinking 
water should be kept to give the 
greatest efficiency. Of course, you 
and | can’t carry little thermometers 
around with us for the purpose of 
testing every drop of water we drink, 
| but who knows when you might be 











chandising for the Progressive Asso- 

ciation.” Seven months ago the first merchandising sec- 
ion ever published in the plumbing and heating field 
made its initial appearance in “Your Weekly.” We 
knew that such a section would be of value to our sub- 
scribers, but we had no idea that it would have the 
instantaneous appeal that it enjoyed. Letters from all 
branches of the trade indicate that such a section is do- 
ing material good in the field, and we know that each 
succeeding section has valuable ideas for the plumbing 
and heating merchant. These merchandising sections 
are built up from actual merchandising experiences and 
ideas of master plumbers, without any coloring to make 
them a better story. When I find out that_someone has 
some good editorial ideas, I always try to see how they 


called on to install a system of drink- 
ing fountains in an industrial plant or store. Impressing 
the owners with a thorough knowledge of what is needed 
always helps in getting any job. A study of the article, 
“Drinking Water Temperature,” by A. E. Smith, the 
second instalment of which is published this week, will 
give you a good idea of how to go about recommending 
a system of drinking fountains. The article is the second 
we have published on the subject. The first appeared in 
the August 6 issue. 


Your Za 


Bit yi egies whl 


eapeens 
pes 
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WHICH CUT DO YOU PREFER? 


It’s a foolish question. There can be but one choice, 
yet many are still cutting pipe as shown in the left 
illustration. 

If you would eliminate pipe cutting problems and 
always have a smooth, straight cut without burr 
and the edge neatly chamfered, making it easier 
to start the threading dies on the pipe, as shown 
in the right illustration, then order a new 
**TOLEDO”’ No. 40 Automatic pipe cutter for 2” 


to 4” pipe from your dealer today. Net price, 
$60.00 F. O. B. to Toledo. A post card to us will 


bring you further information regarding this 
remarkable tool. 





IF YOU WANT RESULTS SPECIFY GENUINE 


a 


THE TOLEDO PIPE THREADING MACHINE CO., TOLEDO, OHIO 
NEW YORK OFFICE: 72 LAFAYETTE ST. 








IT’S OPERATED BY 
HAND WITH A 
RATCHET HANDLE 
OR MOST EFFIC- 
IENTLY WITHA 
**TOLEDO”’ POWER 
DRIVE. 
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Good Account- As a basis for intelligent es- 
: timating and as the answer to 
img Necessary 


some of the price-cutting com- 
petition which exists, a knowledge of and the applica- 
tion of a good accounting, or bookkeeping, system are 
very important. We have often said that it seems in- 
credible that any contractor would deliberately take a 
job at a price which he knew would lose money for 
him. Yet, job after job of plumbing and heating goes 
at a price which certainly leaves no margin of profit, 
and some, from all appearances, at a price below cost. It 
must be, therefore, that contractors guilty of such prac- 
tices simply do not know what their costs are, do not 
know how to figure overhead and do not know how to 
arrive at a quotation which will include cost of materials 
and labor, every bit of overhead and a fair profit. 

sefore such contractors either go out of business or 
discover in time to prevent failure what it costs to do 
business and figure accordingly, they not only make 
no money for themselves but they are a big obstacle in 
the path of those contractors who know their costs and 
solicit business at a price which will cover those costs 
and leave a profit. If everybody knew and practiced 
good accounting, therefore, it would clear up a great deal 
of trouble. 

A good set of books is indispensable to a business con- 
cern, Every business man should know where he is go- 
ing and how he is going to get there, and a proper ac- 
counting system is what charts the trail. 

Our special merchandising 


Association ~~ = 
ae section this week is devoted 
Merchandising to association merchandising. 


This should be of interest to every association in the 
country, for, in our experience, there is not an asso- 
ciation which is not genuinely interested in making itself 
worth while to its members. We often are asked by as- 
sociation secretaries how to put across an association ad- 
vertising campaign or some such co-operative movement. 
Then, with it decided to have such a campaign, they 
often ask us what kind of material to use. 

There are two kinds of advertising which associations 
can do, and those two kinds are covered thoroughly in 
our current merchandising section. One is selling the 


association and its members. The other is selling a spe- 
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cific commodity. Both, handled rightly, produce results 
which are more than worth the effort, and, to prove 
this statement, our section this week has something to 
say about both kinds and offers as examples associations 
doing both kinds. Then, of course, advertising is only 
one part of a merchandising program, and associations 
can be helpful in organizing and keeping alive plans for 
selling, showrooms, display windows and the like. 

We have often said that trade associations in this in- 
dustry are one of the industry’s big, constructive forces. 
We feel, therefore, that the subject of association mer- 
chandising is a timely and practical discussion which 
should encourage more association activity and which 
should lead to more results from the activity. 


Keep After way most people figure, the 


2 summer season is over and, with 
Business 


opening of school, thoughts of vacations and rest turn 
to work and plans for a busy fall season, Finishing work 
is active in the plumbing business, the October renting 
season being a reason for rushing all projects under con- 
At the same time, 


the passing of Labor Day and the 


struction to immediate completion. 
this period is a good one for the starting of new work, 
and ground is being broken, roughing-in materials are 
moving well and a nice volume of construction will still 
be started and finished before too much snow is flying. 

As for heating, business is on its usual climb at this 
time of year. Manufacturers are shipping against or- 
ders placed earlier in the year on specified contracts, and 
new orders continue plentiful. Old heating plants are 
being repaired and set in order for the coming cold 
weather. 

The third quarter of the year is almost over, and, as 
for volume of business, the plumbing and heating in- 
dustry has little complaint. The way it looks now, 1927, 
when it dies out, will have given a good account of it- 
self, although from current observations it will go down 
in business history as another twelve months of narrow 
profit margins and intense competition. But such state- 
ments will be more to the point when the year is over 
and complete records are before us to enable a thorough 
summing up. Right now the way to feel is that there is 


still time to make the year a satisfactory or unsatisfac- 


tory one. 





Gas-Fired Steam Radiators 


Data on Initial and Operating Costs of Such Installations 


By H. T. HALL 


a long time, but it is only within recent years that 
they have been used for larger work. This is 
nothing against the gas-steam radiator; on the contrary, 
it is more a reflection on the conservatism of many con- 
tractors, engineers and architects who, having such a 
convenience, have failed to appreciate its attractive and 


profit-producing features. 


Aer: radiators have been on the market for 


Article No. 1. 


Fig. 1—A view of 

a complete assem- 

bled gas-steam ra- 
diator 





It is quite true that gas-steam 
heating has long been used in 
auxiliary heating and that early 
recognition was accorded to it in 
that capacity, but the time has 
come when gas-steam heating is 


being adopted as the only means 


Permanite 







Gashets 


of heating, not only in small in- 
he 


stallations but also in jobs of con- 
siderable magnitude. Of course, 
such heating still has a vast ap- 
plication to conditions where a 
small amount of heat may be re- 
quired from time to time, but 
this article is principally devoted 
to the newer adaptations where 
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gas-steam is not only used 
throughout the heating season, 
but is also the only means of 
heating provided and a means in 











which absolute confidence has 
been placed as to dependability 


Fig. 2.—The steam pressure regulator on the gas- 
steam radiator shown in Fig. 1 
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Fig. 3.—Gas-steam radiators in an office in New York City, cross connected to heating 


system 
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and satisfactory service in every 
respect. 


WHAT IS A GAS-STEAM 
RADIATOR? 
OUBTLESS the reader is 
more or less familiar with 
the term ‘“‘gas-steam radiator.’ 
If not, it may be stated that the 
particular type of gas-steam ra- 
diator illustrated consists of cast 
iron radiator sections fitted to- 
gether with malleable iron radi- 
ator nipples having slip joints, 
the upper portions of the radia- 
tor sections being arranged so as 
to constitute a radiating surface 
of either 3- or 4-column widths. 
Directly beneath this radiating 
surface is a water chamber 
which maintains a body of water 
while, under this water cham- 
ber and constructed as an inte- 
gral part of the sections, is an- 
other compartment (termed a 
combustion chamber) which 
contains a Bunsen gas burner. 
A view of a completely assem- 
bled unit is shown in detail in 
Fig. 1. 

Gas-steam radiators are 
equipped with a gas supply, 
steam pressure-regulator, gas 
burner, filling cup, air-vent 
valve .and safety valve. Auto- 
matic control of the gas supply 
is obtained by means of the 
steam pressure-regulator, this 


being set so that, whenever 5 to 
8 pounds of steam pressure is 
generated in the radiator, the 
gas supply is automatically re- 
duced until it is just sufficient 
to maintain the steam pressure 
between these limits. This reg- 
ulator is illustrated in Fig. 2, 
and has two diaphragms of 
phosphor bronze, the diaphragm 
on the gas side being lead 
coated. 
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Gas Piping 
Gas piping for gas-steam radiators may be sized up 
from Table I based on the capacity required as expressed 
in square feet of steam radiation. This table should NOT 
be used for lengths of pipe which are longer than that 
specified without a corresponding increase being made in 
the pipe size. 


TABLE I 
Gas Piping for Gas-Steam Radiators 
Length 
of Pipe Diameter of Pipe in Inches 








Feet % % 1 1% 1% 2 2% 3 4 
10 100 200 500 800 1300 2600 4500 7000 15000 
20 80 190 470 750 1250 2400 4000 6600 14000 
30 50 180 460 700 1200 2200 3800 6200 13400 


40 160 420 625 1100 2000 3600 5800 12200 
50 150 380 600 1000 1850 3500 5600 11600 
60 340 650 925 1750 3000 65200 10400 
70 300 500 875 1600 2850 4800 9600 
80 475 825 1500 2750 4400 9200 
90 450 750 1400 2500 4000 8600 
105 400 700 1300 2350 3600 7600 
120 650 1250 2200 3400 7200 
135 600 1200 2100 3250 6800 
150 500 1150 2050 3150 6400 
165 1100 1950 2950 6000 
180 1050 1800 2800 6800 
210 1000 1650 2600 5400 
250 1500 2400 5200 
275 2200 4800 
300 2000 4400 
375 4000 
450 3500 


Sizes of Meters 

Not only is it important to have the necessary size 
of gas pipe to give an ample supply of gas to the radiators 
but it is also required to have a gas meter of sufficient 
capacity to take care of the maximum quantity of gas 
without interfering with the supply. For this purpose 
the sizes of gas meters given in Table II are recom- 
mended, 
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TABLE II 
No. of Gas Meter 
Radiator Rating 
Sections in Lights 
20 3 
30 5 
40 10 
60 20 
90 30 
130 40 
200 100 
300 150 
400 200 
500 250 


Operation in Connection with Steam Systems 

Gas-steam radiators are also peculiarly suited for in- 
stallation in connection with ordinary steam systems, be- 
ing connected up with regular steam piping, and operat- 
ing the same as any ordinary radiator when the main 
heating system is functioning. At times when there is 
no steam available the gas feature may be brought into 
play; after closing off the steam valves, the gas can be 
lighted and heat secured almost immediately and at any 
time desired. 

As a single illustration of such a case, and before 
proceeding to consider major installations, the reader is 
referred to Fig. 3, which is a photograph ‘taken in the 
offices of the Powers Reproduction Corporation at 205 
W. 39th St., New York. Here there are installed two 
26-in. gas-steam radiators of 15 sections, 4 columns each, 
and two 38-in. gas-steam radiators of 10 sections and 3 
columns each, all being installed to operate on a vacuum 


‘system used in the building. 


Under this arrangement the radiators ordinarily heat 
from the steam regularly supplied by the building heating 
system but, when it is desired to hold a special meeting 
in these offices, such as on a Sunday or holiday or even 
late in the evening, all that is necessary in order to make 
things comfortable is to shut off the steam valves and 
light the gas-steam radiators. 





Fig. 4—Typical row of 
homes in Philadelphia 
equipped with gas-steam 
radiators, part of 500 
dwellings so equipped 














Fig. 5.—Typical living room in houses 
shown in Fig. 4 













Fig. 7.—(Below) Typical 

bedroom showing gas- 

steam radiator in houses 
shown in Fig. 4 














| 
Fig. 6.—(Center) Breakfast nook in dwell- 
ings shown in Fig. 4, showing gas-steam 
radiator 





ay fe mnreon eae Oe 


RS ms 








24 DOMESTIC ENGINEERING 


To progress a little farther, let us take a look at a 
few installations of large character where gas-steam is 
the sole dependence for heat. In Fig. 4 is shown part 
of an enormous housing development carried out in Phil- 
adelphia by John H. McClachy, in which over 500 houses 
indicated in the picture, these resi- 
dences are of semi-detached type with stucco finish and 
are equipped with hardwood floors, copper leaders, gut- 
ters and flashings, and are provided with garages. 


were erected. As 
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Fig. S—A building of Old English design, equipped with 
twenty-five gas-steam radiators, located in Brooklyn, N. Y. 


Inside the houses the rooms are arranged in very at- 
tractive manner. <A view of a typical living room is 
given in Fig. 5 and one of the bedroom in Fig. 7, while 
the breakfast nook and a portion of the dining room are 
shown in Fig. 6. Each of these pictures shows the gas- 
steam radiator ready for business on a moment’s notice 
and at any hour of the day or night. 

Combination Store and Office Building 

Another application of gas-steam heating to an entirely 
different type of building is shown in Fig. 8, which is a 
four-story store-office-apartment building located at 105 
Court street, Brooklyn, N. Y., and is entirely gas-steam 


heated. This building, which is of old English architec- 
ture, has 25 gas-steam radiators with a total heating 


surface of 982 square feet. The radiators are fed from 
five separate gas meters, one meter for each tenant, so 
that each one pays his own gas bill. Figuring on an 
8-hour day over a seven months’ period, the cost of heat- 
ing the entire office building would be $78.00 per month 
with gas at $1.15 per M. 

Note.—The next section of this article will take up installations 
in churches, apartments, shops and loft buildings, with cost fig- 
ures and various schemes of venting. 
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The New Board of Directors 


By Thomas F. Nolan, 


President, National Association of Master Plumbers 


the National Association of Master Plumbers was 
recently given out to the trade press for publication and 
for the information of the members and the trade gener- 
ally. 

The appointment of national directors is a bigger job 
than dreamed of—so many things must be taken into con- 
sideration. Foremost of all, the best interests of the na- 
tional association must ever remain the first and most 
important consideration. 

The hardest task, be assured, was the dropping of those 
members of the old board—all save two—who had served 
more than one year as directors, each and every one of 
whom was a good, faithful and interested worker in the 
cause of our association and the great calling it represents. 

To feel compelled to lose the experience that these men 
represented was no mean loss, you will agree, but change 
is written on the face of all things and even our official 
family must succumb to this inexorable law. 

Naturally, in a large, active organization like ours, there 
are very many able and ambitious members, men who aspire 
to serve the association and share in its honors—the honors 
of office. It is fortunate that we have such men at our 
command for, after all is said and done, the acceptance of 
office is at best a sacrifice. 

Because of this, however, the selection of new directors 
Was no easy task. Many names were submitted to me 
from various sections of the country—all well recom- 
mended as to standing and ability and every one of whom 
would have been a valuable acquisition to the board, but, 
of course, only a few could be chosen. 

Besides their qualifications, the geographical situation 
of the appointees was duly considered. No selection was 
made hastily and, in my judgment, no mistake has been 
made in the selections. As to this, however, time and 
you must be the judge. 

In our opinion, the new board will give every satisfac- 
tion and leave a record comparable to the excellent records 
established by preceding boards. Every director is active 
in the affairs of his local and state association and is 
‘imbued with the spirit of loyalty to his craft. A board 
comprised of such men can not fail to leave a good record, 
and in every way justify the selection of its eleven con- 
stituents. 


\ NNOUNCEMENT of the new board of directors of 





MARSEILLES REFUSES TO OBEY SANITARY 
MEASURES 

The inhabitants of Marseilles, which is one of the largest 
cities of France and its most important southern sea-port, 
refuse to adopt sanitary methods of garbage disposal. In 
most parts of the city garbage of all sorts is simply 
dumped into the gutters where it is washed into piles by 
the street-cleaners and eventually shoveled into open carts. 
Ordinances have been passed at various times ordering 
the use of sanitary garbage cans but whenever the police 
have endeavored to enforce these regulations in the densely 
inhabited working quarters of the city they have been met 
with such a deadly barrage of garbage from the windows 
and house-tops that the laws have been allowed to become 
dead letters. 

At present several newspapers are waging a campaign 
of education in an endeavor to change this unhealthy 
state of mind but it is highly probable that the offenders 
have as little respect for the papers as they have for law 
and sanitation. 
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The seventh of our studies in the field of merchandising 


¢ Merchandising for the Progressive Association 


—Campaigns that win prestige and 
sales for members of the assoctation 
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ssociation Campaigns that Win 
Prestige for the Members 








convention of the National Asso- 


G conventic to the forty-fifth annual 
at 


ciation of Master Plumbers, 
Minneapolis, Minn., in June of this 
year, Walter J. Kohler called attention 
to a “new competition,” a “competi- 
tion of over one hundred industries, 
powerfully financed and nationally or- 
ganized to get, through alluring and 
interesting advertising and the aid of 
intensive sales effort, a large share of 


the consumer’s dollar.” 

“The fight for the American mar- 
ket,” said Mr. Kohler, “is always on 
and increasingly intensive.” 

These thoughts were expressed as a 
preliminary to telling what the Na- 
tional Trade Extension Bureau was 
planning in the way of an expanded 
program. They serve equally well to 
eall attention to the fact that in this 
inter-industry competition, the indi- 
vidual cannot carry the burden for his 
own craft. He must band together 





with other men in the same business 
and, while carrying on his own efforts 
to sell his services, also take a part 
in the general campaign to sell the 
services of his industry in competi- 


tion with these other industries of 
which Mr. Kohler spoke. 

For the purposes of this Plumbing 
and Heating Merchandising Section we 
have secured the data on several of 
the more recent efforts of associations 


to put their industries on the map in 
a vivid and unforgettable way, as well 
as to help individual members actually 
to increase the volume of business they 
are doing. 

The information will show what is 
being done in the way of good will 


advertising—in efforts to bring the 
public to a realization of the service 


rendered by the master plumber and 
heating contractor to his community. 
It will also show a campaign worked 
out to sell a definite product from 
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A window display 
in connection with 
the swinging spout 
faucet campaign 
run by the Norfolk, 
Va., association in 


May 


month to month in a plan participated 
in by every member of the association. 


A “MASTER PLUMBERS’ WEEK” 
URING recent years the people 
of these United States have been 
introduced to various lines of industry 
and merchandise through “national 
weeks.’” There has been a National 
Canning Week for canned foods; a Na- 
tional Candy Week for candy; and 


there have been weeks for practically 
every kind of merchandise and many 
industries. Yet, in all this time, noth- 
ing has been done to educate the 
people in the value of plumbing. 
Sanitation, one of the greatest factors 


in the progress of civilization, has 
been overlooked. It remained for 
the master plumbers of the city 


of San Antonio, Texas, to inaugurate 
a ““Master Plumbers’ Week’”’ during 
which time a concerted effort 
made by every member of the 


was 


San 
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Antonio Master Plumbers and Heating 
Contractors Association, Inc., to show 
the people of San Antonio the impor- 
tance of plumbing and sanitation in 
their homes, as well as the care which 
should be exercised in the selection of 
the plumber. 

A preliminary introduction to the 
Master Plumbers’ Week was held dur- 
ing the week starting July 11. A Home 
Building Institute conducted in San 
Antonio by a local newspaper, had 
designated the week of July 11 for 
the plumbers. On this night, an 
entertainment was held on the roof 
garden of the Builders’ Exchange 
Building at which was shown a film 
produced for the Standard Sanitary 
Manufacturing Company showing how 
enameled ware was made. Addresses 
were also given by R. G. Thomas, past 
president of the Associated Master 
Plumbers of Texas, and by C. M. 


Zeigle, secretary-manager 
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INDIVIDUAL CO-OPERATION 
HEN the opening guns of the 
V\ campaign had been fired, and 
some of the smoke had cleared away, 
the plumbers came right back with 
renewed enthusiasm. Through an 
agreement made at a meeting of the 
association, every member was pledged 
to call up as many people as was 
feasible every day of the week, calling 
their attention to the event and offer- 
ing free consultation at this time if 
desired. This plan was _ followed 
through with excellent results. Each 
member understood that his efforts 
would decide his rewards. 
At the same time that the members 
were phoning friends and acquaint- 
ances, the office of the association was 





June window display in co-operation 
with Norfolk association’s campaign 
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which offers every promise of bringing 
in rich returns. 

At the same time letters were sent 
out to architects, general contractors, 
real estate men, and other professional 
workers telling them of Master Plumb- 
ers’ Week and asking them to become 
a part of it. A letter was sent each 
occupant of the Builders’ Exchange 
Building, in which the association has 
its office, inviting them to attend the 
festivities held on the roof garden on 
the night of July 11, and this was 
followed up by invitations to take part 
in the free consultation offer of the 
week. 

Taking this week as an opportune 
time to weed out several little diffi- 
culties which had arisen, the members 
took steps toward a new working 
agreement with the architects which 
promises to bring out some very good 
results, and a much closer understand- 
ing and spirit of co-op- 





of the local association. 
The attendance at this 
affair was one of the 
largest and most enthu- 
siastic yet held during the 
institute and a strong in- 
terest in plumbing was 
aroused. 

With this interest al- 
ready manifested, the 
following Sunday was a 
ripe and logical time for 
announcing Master 
Plumbers’ Week. Plans 
had been discussed by 
members of the local 
association and a definite 
program mapped out for 
following up the an- 
nouncement in the most 
effective means possible. 

The announcement was 
carried in the real estate 
section of the San Antonio 
“Light.’”’ How thoroughly 
the subject of plumbing 
and plumbing work was 
covered may be deter- 
mined by the knowledge 
that 143 column inches 
of reading matter were 
published touching on 
every branch of the in- 
dustry from the history of 


plumbing and the found- 
ing of the first associa- 























eration. 

The spirit which was 
created by this week 
brought the members into 
closer alliance with each 
other and made several 
things possible. A _ de- 
sign for a master plumb- 
ers’ seal has been ap- 
proved and an order is 
being placed for as many 
as will be required to 
place on each job where 
the work is done by a 
member of the associa- 
tion. Further than this, 
it was decided that each 
fourth meeting of the 
month should be an open 
meeting to which the 
public would be invited, 
that a question box 
should be inaugurated in 
which both members and 
guests might deposit their 
problems, and that the 
public might have an op- 
portunity of seeing how 
the plumbers of San An- 
tonio were striving to 
give their best toward the 
development of health 
and sanitation in this city. 





THE RESULTS 





tion, to an explanation of 
why the plumber frequently has to go 
back to his shop for more tools. 
Tying up with the reading matter 
were the advertisements of a large 


number of local and nationally-known 
firms allied with the plumbing trades. 


Some of these firms made special offers 
for the installation of water heaters 
or fixtures during this week and re- 
ported a decided increase in sales. 


telephoning prospective home-builders, 
home owners, and others who, it was 
vossible, might be interested in plumb- 


ing of some kind. These calls were 
uot made by hit-and-miss methods, 
but through lists of live prospects se- 
cured through the Builders’ Exchange, 
the Real Estate Board, ard other sim- 


ilar sources. Thus, in each call made, 
a seed was sown on fertile ground 


HE RESULTS were 
immediate. Tele- 


phone calls came into the office of 
the association on an average of fif- 
teen to twenty per day asking for 
membership lists. A prominent San 
Antonio real estate woman who has 


recently opened up a new subdivision, 
telephoned and gave her promise 


that hereafter all work on the homes 
built tor her should be by a member 
of this association. This is only one 
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Display of Rock Island, Ill., associa- 
tion at county fair 





of many instances. People have called 
on their neighborhood plumber and 
asked: “Are you a member of this 
plumbers’ association I’m hearing so 
much about this week?’’ Business men 
—bankers, merchants and promoters 
—have come to look upon the master 
plumber with a new respect. This 
Master Plumbers’ Week has elevated 
his position in the commuiuity, it has 
built up his prestige and given him a 
place among builders and developers. 
Then there exists that feeling, that 
atmosphere, which shows beyond a 
doubt that attention has been focused 
on the plumbing industry in San An- 
tonio. People are inquiring for more 
details; they want to know what it is 
all about. And with each inquiry, 
added interest is aroused, more atten- 
tion is directed toward our industry. 


The seed has been sown, and the 
members of the association have had 
an opportunity of seeing what may be 
accomplished. Now that it is all over, 
their only regret is that they did not 
go into it more thoroughly. It has 
been definitely decided to make Mas- 
ter Plumbers’ Week in San Antonio 
an annual affair, and with each suc- 
ceeding year, there can be no doubt 
but more elaborate plans will be 
evolved for getting over the message 
in a more effective manner. 


PUBLICITY SECURED 
PACE will not permit the giving of 
cas than a sketch of the great 
amount of reading matter which was 
given to San Antonio’s week for the 
master plumber. On the first page of 
the real estate section of the San An- 


re hy! 


tonio “Express” was an interview with 
C. M. Ziegle, secretary-manager of the 
local association. On page three of 


the section was a picture of Mr. Ziegle 
with a short news item concerning 
‘“‘Plumbers’ Week.’’ In a Sunday issue 
of the San Antonio “Light” the better 
part of one page was given over to a 
history of the national association, as 
well as of the San Antonio association. 
On this page there was also a short 
item concerning the beauty possible in 
the modern bathroom. 

On the following page was a half- 
column of reading matter headed: 
“Good Plumbing Improves Morals,” 
touching upon the necessity for quality 
plumbing in schools. Following this 
was a page on which the pictures of 
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Walter Shafer, president of the San 
Antonio association, C. M. Ziegle, sec- 
retary-manager, R. G. Thomas, past 
Texas state president and Martin 
Bauml, vice president of the local 
association, were published with a com- 
plete review of what ‘‘Master Plumb- 
ers’ Week’”’ means to San Antonio 

The center spread of this real estate 
section was bought by the San Antonio 
association to put over in a big way 
its message. Across the full width of 
the two pages was the heading: “First 
Annual Master Plumbers’ Week,” and 
the space below went into the subject 
of sanitation and the service offered 
by members of the association. The 
association seal was, of course, prom- 
inently displayed and full explanation 
made of what the seal meant. 

On the next page was an explana- 
tion headed: “Why must the plumber 
go back to his shop for tools?’ It 
pointed out that the customer is sel- 
dom able to give the master any idea 
about what is wrong, that the plumber 
can’t guess correctly every time and 
that he often loses money on a small 
repair job because he cannot ask the 
customer what such a job really costs. 
On the back page was another column 
and more of material on the health 
and comfort of modern plumbing. 

Throughout the week, of course, 





One of the billboards in the Buffalo, 
N. Y., association campaign 
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advertising was carried by the various 
local offices of manufacturers, who, in 
most cases, added to their usual mer- 
chandising copy some thoughts con- 
cerning ‘Master Plumbers’ Week” and 
the importance of the master plumber 
to the community. 

San Antonio enjoys the distinction 
of having been the very first associa- 
tion to organize so definitely a week’s 
campaign which, from the name given 
it, to the last line of advertising and 
publicity copy, drove home consistently 
the message of the industry’s service. 


A BILLBOARD CAMPAIGN 
N THE COVER of this section is 
O shown one of the billboards 
which is being used by the Master 
Plumbers’ Association of Buffalo, N. Y. 
Here is what Fred Fleishauer, man- 
ager of the Buffalo association, has to 

say about the billboard campaign: 
“This is our second attempt in 
launching an advertising campaign. 
The first campaign was in the form of 
hewspaper advertising only, and we 


thought that we would try out our 
next campaign on the billboards. 

“We have placed billboards in the 
fastest growing sections and on such 
streets as are heavily traveled. We 
do not believe, however, that busy in- 
tersecting points, or busy corners, are 
the best locations, for the driver must 
be alert every second in passing such 
points and his attention is naturally 
distracted from the advertisement. 

“The success of any campaign de- 
pends upon its management and the 
funds available before the campaign 
is started, because any man who has 
put up his money for the year will not 
pull away from it as may be the case 
when a man has simply pledged a cer- 
tain amount. The financing of our 
campaign is being done jointly by the 
wholesalers and the master plumbers, 
and to the present we 
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Fullerton, California. 
March 19, 1927. 
Mr. W. W. Anderson, 
Brea, Calif. 
Dear Mr. Anderson: -- 

We note, with pleasure, that you 
recently patronized the Brea Plumb- 
ing Co., a member of the North 
Orange County Merchant Plumbers 
Association. 

When you employed the Brea 
Plumbing Co. you had the guarantee 
of the journeyman plumber that the 
work is right; back of him you have 
the guarantee of the Brea Plumbing 
Co. that the material, work, and 
price are right. And back of the 
Brea Plumbing Co. stands the 
Plumbers Association guaranteeing 
that the material, work and price 
are right. If any of these are not 
satisfactory they will be made so. 

The aim of the Association is to 
render the most efficient service pos- 
sible to the public. The merits of 
plumbing merchandise are carefully 
studied as each new article appears 
on the market, and only such as suit 
the needs of Orange County residents 
are accepted. 

Members of the Association also 
employ only such mechanics as are 
able to pass an examination and are 
equipped with the tools of their 
trade. Journeymen plumbers should 
have at least seventy-five hand 
tools. By having the proper tools 
time is saved which means the saving 
of expense for the customer. 

These are only a few of the ad- 
vantages you enjoy when employing a 
member of the Association. Were we 
to enumerate all the advantages to 
be derived this letter would be so 
lengthy you would probably not read 
it, so we hasten to thank you for 
your patronage and to hope that as 
time goes on you will enjoy more of 
the benefits which the Association 
has to offer you. 

We are enclosing a circular 
which brings out a few of the best 
reasons for dealing with an Associa- 
tion member. 

Yours sincerely, 
North Orange County Merchant 
Plumbers Association. 
By 
Secretary. 
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from a co-operative campaign in just 
the degree that he works with it. On 
the first of June the Advertising Com- 
mittee sent out a letter to all members 
calling attention to four of the bDill- 
boards which were then put up, giving 
the locations and urging members to 
drive around and have a look at them. 
Locations for further billboards were 
outlined, and the general policy was 
announced in this way: ‘‘We believe 
our biggest business this year will 
come from replacements. We want to 
put out a board in each residence sec- 
tion, on a heavily-traveled street.” 

On August 16 another letter, this 
time much longer, went very fully into 
the plans for the campaign. It urged 
co-operation in the campaign and 
pointed out that the association had 
over a hundred different sales letters 
which the individual master plumber 
might use in carrying on his part of 
the campaign. It might be mentioned 
incidentally that in one of the Sunday 
rotogravure sections, an entire page 
was devoted to pictures of the very 
beautiful rooms occupied by the as- 
sociation, including individual photo- 
graphs of the officers of the associa- 
tion. One of the pictures showed the 
executive board of the state associa- 
tion in session at Buffalo. This pic- 
ture is reproduced on our front cover 
this week. 

Many association officials are aware 
of the opportunity which is theirs, and 
it is the purpose of this section to give 
a few examples of what is being done. 
There are other efforts being made, 
of course. The Rock Island associa- 
tion, for instance, has been carrying 
on a campaign, not on a very large 
scale, but one which is educational in 
character and aimed at educating the 
public to view the master plumber as 
a constructive factor in the health of 
the community. In all of its advertise- 

ments in the newspa- 








have had no difficulty 
in collecting the funds. 

“This office receives 
letters almost daily 
asking for information 
as to how we are han- 
dling our advertising 
campaign. The  bill- 
boards are 35 to 55 
feet in length by 10 to 
14 feet.in height.” 

It is important, of 
course, that the mem- 
bers of any association 
be kept advised con- 
cerning the activities 
in connection with any 
campaign — even after 
they have contributed 
their share. The in- 
dividual member of 
any association benefits 










per, it offers a compli- 
mentary copy of ‘‘The 
Story of the Bath.” 

One special effort is 
deserving of mention. 
When the Pennsylva- 
nia state association 
met at its last annual 
convention in Harris- 
burg, the local associ- 
ation took a full page 
in the newspapers to 
welcome the delegates 
and at the same time 
to give Harrisburg a 
bit of information 
about plumbing. 
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Another May window 
display in the Norfolk 


association campaign 





















































April window display 
prepared in co-opera- 
tion with the splendid 
Richmond, Va., 
paign, which features 








cam- 


one item each month 


Association Campaigns that Merchan- 
dise Definite Products 


S A GENERAL RULE, associa- 
A tion campaigns have for their 
main objective the winning of 
prestige for the members of an indus- 
try. It has remained for Richmond, 
Va., to show that a campaign can be 


worked out which will not only build 
prestige, but sell merchandise as well. 


What is said here in connection with 
the Richmond campaign must be un- 
derstood to apply also to Norfolk, Va. 
Between these two cities there is a 
friendly rivalry and, it would seem, a 
friendly co-operation. Both cities have 
been conducting a month-to-month 
campaign, selecting each month one 
item of merchandise which is to be 
pushed. The results have been grati- 
fying. Here is what B. Y. Kinzey, ex- 
ecutive manager Master Plumbers and 
Heating Association of Richmond, Vir- 
ginia, Inc., has to say about their cam- 
paign: 

“This association, 
branches of the 


like 
industry, 


all other 
has been 


aware that the successful plumbing 
and heating contractor of the future 
must be a merchant, must be able to 
sell his goods and services. 

“During 1925 and 1926, the Rich- 
mond association advertised the serv- 
ices of its members to the public, 


stressing the dependability of its mem- 
bers and the part which they play in 
providing healthful and comfortable 
surroundings to all inhabitants of the 
vicinity. 

“While this type of advertising did 
bring the work of the association to 
the attention of the public, build up a 
better understanding of the plumbing 
and heating business, and won for the 
industry the good will of the public, 
it did not, to any great extent, create 
sales. 

“Therefore, in planning the 1927 ad- 
vertising campaign it was decided that 
after a month of publicity given to the 
association guarantee of all plumbing 
work, the advertising of the associa- 
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tion should be designed to create sales 
of specific plumbing and heating prod- 
ucts.” 


DEFINITE MERCHANDISING 

N THIS section you will find repro- 

duced pictures showing window dis- 
plays covering the effort for each 
month from March to June, inclusive. 
In March, the campaign was devoted 
to promoting the sale of white toilet 
seats of a nationally advertised brand. 
It was decided that, each month, every 
member of the association should be 
supplied with sufficient blotters of a 
uniform design, carrying the advertis- 
ing of the special item being offered 
for the month and the association 
guarantee of plumbing work. In ad- 
dition, the manufacturer was asked to 
supply folders imprinted with the 
name and address of each individual 
member, describing the product in de- 
tail. A blotter and folder was en- 
closed with each piece of mail going 
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Above: March 
window display in 


Richmond, Va. 


| 
out of the office of 
each member during | 
the month  begin- 
ning with the 
monthly statements. 

In addition to the 
advertising material 
enclosed in the mail 
of all members, one 
advertisement was 
run each week dur- 
ing the month in 
each of the two 
Richmond papers. 
The association of- 
fice has had an op- 
portunity to check 
the effectiveness of 


this advertising be- 








BEAUTY 





cause calls have 
come over the tele- 
phone asking where the product might be 
bought. Such inquiries were referred to 
members of the association in the vicinity 
of the caller, 








One member of the association, who had 
not sold a white seat for several months, 
sold twelve; another sold five. The total 
for the month may not seem large: 114. 
But when it is considered that the average 
for the twelve ‘months preceding the cam- 
paign had been approximately 25, it will 
be seen that the increase was substantial. 
Sales of white seats continued well into 
April, when another product was being 
stressed. 


“Of course,” says Mr. Kinzey, ‘‘the in- 
crease in the sale of white seats did not 
Day the cost of the campaign. If that were 


the only accomplishment, the campaign 
could justly be called a failure. The sale 
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of seats was the smallest ac- 
complishment of the campaign. 
The great achievement was the 
proof to the members of the 
association that it was possible 
to sell plumbing and heating 
goods through the same adver- 
tising and merchandising meth- 
ods which are followed in other 
lines of business.’’ That is a 
permanent gain. 


ADDITIONAL BUSINESS 

NOTHER very important 
A result was the additional 
plumbing materials and instal- 
lations which were sold as a 
result of the white seat adver- 
tising. One member of the 
association reported that he 
had replaced a high tank closet 
with a modern toilet for the 
customer who had called him in 
to put on a new seat. Another 
member secured 
the opportunity to 
estimate on the com- 
plete remodeling of 
two bathrooms with- 
out competition. 
The seed of desire 
for better bathroom 
facilities was sown 
by the white seat 
advertising. Other 
similar incidents 
have been reported 
right along to the 
association and it is 
estimated that the 
white seat advertis- 
ing alone brought to 
members of the as- 
sociation approxi- 








At left, May, and 
below, June, win- 
dow displays 


Richmond, Va. 
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mately five thousand dollars’ worth of 
business that might otherwise have 
been lost. 

In the following months, swinging 
spout faucets were chosen, shower 
baths and water heaters. During the 
water heater campaign, a very com- 
plete display of heaters was set up by 
the local department public utilities 
in the city hall, so that this more or 
less unexpected co-operation offered 
Richmond folks an opportunity to be- 
come acquainted with various makes 
of water heaters. 

E. G. Byrd, executive manager of 
the Norfolk association, said: “The 
campaign is not only making real mer- 
chants of our members, but it is teach- 
ing them that they can sell more and 
better quality goods at a fair price to 
addition it is de- 
veloping complete kitchen 
outfits and bathroom outfits, and sev- 
eral in attempting to sell 
swinging faucets, were able to sell 
better sinks and bath tubs. This 
means more money for the plumbing 
and heating contractor.” 


themselves and in 


sales of 


members, 


It has been a real pleasure to follow 
the live bulletins issued by these two 
associations each week, and to note 
the progressive reports of the cam- 
paign results. Summing up the Rich- 
mond campaign for its first four 
months, Mr. Kinzey reported that not 
only did the white seat campaign pro- 
duce the increase of 360 per cent dur- 
ing March, but the average sales since 
then have been 50 per month, as 
against 25 prior to the campaign. The 
swing spout faucet campaign ran sales 
from less than 40 to 142 during April, 
the have been 
double the former average. Water 
heater sales during May, the month 
of the campaign on this product, more 
than doubled the average. In the 
first four days of June a check of the 
portable shower campaign showed that 
more had been sold in those four days 
than in any previous two months. 


and since then sales 


Another thing which has been noted, 
following the shower campaign, has 
been the increased sale of built-in 
showers in new contract work. One 
member reported the sale of 12 
showers, twelve combination sink 
faucets and twelve white seats in an 
apartment job where none of these 
had been specified. He ‘‘Asked ’Em to 
Buy” because the association had been 
merchandising those items. 


CUMULATIVE RESULTS 
iT 5 ROM the short experience of 
ea Richmond association,” said 
Mr. Kinzey, “it is believed that the 
offering of monthly specials, adver- 
tised by both direct mail and news- 
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Who Benefits by 
Association Advertising ? 


Many men will not contribute 
to an association campaign on the 
grounds that it will help non- 
members and ‘non-co-operators. 
We give herewith an answer to 
this question as it appeared in a 
recent issue of “Printers’ Ink,” 
a magazine which occupies a 
unique place of authority in the 
advertising world: 

“Practically every time an as- 
sociation campaign comes up for 
discussion the point stated above 
promptly becomes a subject for 
heated debate. The common com- 
plaint is that the weaker members 
of the industry . . are likely to 
derive more profit. . 

“There may be a_ certain 
amount of truth in this assertion 
if the stronger members of the 
industry are content to subscribe 
to the association campaign and 
then sit back and wait for results, 
However, the complaint has no 
basis in fact when each member 
of the industry exerts every legiti- 
mate effort to tie up to the group 
effort in so far as his resources 
and ability permit. 

“In other words, what each 
member of an industry secures 
from an association will usually 
be in direct ratio to the thor- 
oughness with which a hook-up is 
made to the joint publicity. . 

“An association advertising 
campaign can accomplish just so 
much, Beyond that, the advan- 
tages squeezed out of the joint 
campaign will depend on exactly 
one factor—the tie-up of the indi- 
vidual members.” 











paper advertising, is one of the best 
means of educating the plumbing and 
heating contractor to be a merchant. 
Everyone learns to do things by satis- 
factory experience, 

“Present indications are that this 
merchandising campaign will gather 
momentum as it continues, that the 
sales of the monthly special will in- 
crease each month, that members of 
the association will realize more and 
more that the real profit in the busi- 
ness comes from selling the goods and 
service which they supply and not 
from being the low bidder on highly 
competitive contracts. If this one idea 
is put over to the industry in this 
section, then the association will be 
satisfied that the campaign is a suc- 
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cess.”’ That’s one big step toward soly- 
ing a big problem. 

An enthusiastic bulletin of the Nor- 
folk association, issued during May, 
contained this announcement: “One 
member of this. association has sold 
sixteen swinging faucets. In solicit- 
ing this business he sold several sinks. 
Another had sold seven faucets at the 
time of our last meeting. He had also 
secured some of this non-competitive 
business. 

“When you see either of these wide- 
awake co-operators, they have a price 
book, order book and a_ swinging 
faucet with them. Are your journey- 
men taking swinging faucets along 
with them on every jobbing order? 

“The results have been wonderful. 
Some windows have been washed and 
fixed up for the campaign that have 
not been washed before in years, and 
for a display they never carried be- 
fore.” 

The North Orange County Merchant 
Plumbers Association in California 
follows a sale by any member with a 
letter, which has been reproduced in 
this section. Undoubtedly this prac- 
tice does much to help relations be- 
tween the contractor and customer, 
and to make more firm in the custom- 
er’s mind the confidence he felt in giv- 
ing the work to the contractor. 

Association officials realize, of 
course, that one of the good results 
coming from a campaign of any kind 
is that the members become better 
members; they are sold more than 
ever on the value of their member- 
ship in the association; new members 
are won. The public is educated to a 
higher appreciation of the service of- 
fered by the industry, and, learning 
something of the greater comfort of- 
fered by more modern plumbing and 
heating equipment, buys more mer- 
chandise when the active man, co- 
operating fully with his association, 
is out trying to sell. 

In the middle column on this page 
we have quoted an_ authoritative 
source on the benefits of association 
advertising and to whom they accrue. 
Whether a campaign be one merely to 
win prestige, or one which, like the 
Richmond and Norfolk efforts, mer- 
chandises a definite product, no indi- 
vidual contractor is going to benefit 
from the campaign unless he swings 
in behind it and works with it. 

The men in these two cities who 
have profited are those who have been 
out to make more sales—to identify 
their own places of business with the 
campaign, and to urge prospects to buy 
the product being merchandised in any 
particular month. The instance of the 
Richmond contractor increasing sales, 
on one job is evidence of that fact. 











During the last three years more study has been made of the physiological effects of different temperatures of drinking 


water than during all the previous history of sanitation. 


It makes a difference when water is too cold and when it is loo 


warm. It makes a difference in the physical fitness of employes and so is a matter to be considered seriously where thou- 


sands of men are employed. 


Aside from the physiological effects of drinking water temperatures, it makes a difference in the satisfaction an em- 
ploye gets when he takes a drink of water, for salisfaction and contentment have a relation to the amount of work done. 
So maintaining drinking water temperatures is important to a large number of people. It is important to the master 
plumber who can see in these studies additional opportunities for serving his patrons. 

It is recommended that every reader of this article also read the first part of it, which appeared in the issue of August 6. 


Drinking Water Temperature 


By A. E. 


SMITH 


Article No. 2 


ested in fundamentals. The surprising scientific prog- 
ress made in the last decade is the direct result of the 
application of fundamental principles to new ideas. 

Every branch of human endeavor has been affected by 
the startling innovations placed on the market, intended 
for the betterment of our health and welfare. People are 
no longer contented to plod along in the same rut year 
after year. Progress is a virus in the blood of every Amer- 
ican. He not only demands change, but he also demands 
improvement. Things that were considered impossible 
yesterday have become the commonplace of today. 

Ever since water was first conducted through a tube 
there have been plumbing and plumbers. The plumbers, 
taken as a whole, have kept up with natural progress. But 
in late years some phases of the craft have passed into 
alien hands because of indifference and a neglect of inno- 
vations. 

There was a time when plumbers did every bit of work 
within a building pertaining to sanitation, piping or water 
distribution. Some of this has passed into the hands of 
the electrician, tile setter, sheet metal worker or others, 
because the plumber did not hold fast to that which was 
his. Even more serious has been the neglect of many to 
merchandise new articles, which in the very nature of 
things should remain with the plumber. 


i. IS a good omen of our times that people are inter- 


THE ELECTRIC WA- 
TER COOLER, A 
HEALTHY YOUNG- 

STER 

HE ELECTRICAL 

water cooler is an 
innovation. It has 
scarcely reached its third 
birthday, but it is a vig- 
orous, healthy youngster 
and is growing by leaps 
and bounds. 

The need of drinking 
water is one of the most 
fundamental things in 
life, so one would natu- 
rally think that man 
would have solved the 
problem of drinking wa- 
ter many centuries ago, 
but for many long cen- 





Fig. 9—Type of water cooler for tyries there was no 

use with remote compressor and ¢ A 

for multiple hook-ups on one drinking problem to 
solve. Nature is kind. 


compressor when desired 
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Seventy-five per cent 
of this terrestrial 
globe is composed of 
water. He who was 
thirsty needed only to 
bend over the nearest 
stream to satisfy his 
desire. 

Then, because ad- 
versity brings out the 
genius of man, it ap- 
pears that civilization 
advanced fastest in 
that portion of the 
world where water 
was scarcest. Egypt 
was the cradle of civ- 
ilization and men 
huddled along the 
Nile to be near the 
life-giving fluid. The 
ancient Hebrew peo- 
ple lived in Palestine, 
which was also the 
birthplace of Chris- 
tianity, yet water was 
scarce and difficult to 
obtain. 


The immense value 
of water was borne 
into the conscious- 
ness of these peoples, 
who were taught to 
conserve it to the last 
drop, but in doing so 
often caused pollu- 
tion of the few water 
supplies and in this 
way spread disease 
and disaster. They 
knew little of the 
danger of polluted 
wells or how to avoid 
them. We who are 
supposed to know 
better are polluting 
our streams with do- 
mestic and industrial 
wastes every day. 
Then we spend many 
times over the amount 
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BASEMENT FLOOR 


Fig. 8 
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of money that would be necessary, otherwise, to purify 
our drinking water. 

Because we live in a land of plenty and know nothing of 
the real searcity of water, we are prodigal of this natural 
resource and are prone to not only waste it, but to pollute 
It is the plumber as well as the 

health officer who 
should teach the doc- 
trine of a safe water 
supply. 


it and endanger our lives. 

















als [== 
bes) NOT SAFE TO DRINK 

FROM UNCERTI- 

FIED WELLS 

UR complex civi- 
Q lization is such 
that it has made our 
many streams unsafe. 
We can no longer bend 
and satisfy our thirst 
v4 at the nearest brook. 
It is no longer safe to 
drink from any well 
that is uncertified, or 
one that is not tested 
= periodically. Our very 
ground water is more 
often polluted than not. 
This is particularly 
true in the vicinity of 
our large cities and in- 
dustrial centers. In 
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practically every city it 
is necessary to purify 
and filter the water be- 
fore it is safe for 
drinking. This, in a 
different makes 
-- our water just as pre- 
cious to us as 
water to the 
people. The 
nary expense of build- 
ing and maintaining 
elaborate purification 
and filtration plants 
would be keenly felt, 
were it not for the fact 
that we are a wealthy 
people and are willing 
to pay much for that 
which is free in nature. 

It is a far cry from 
the orienta] water mer- 
chant dispensing the 
life-giving fluid from a 
Y goatskin hung over his 


ie) back to an up-to-date 
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electrical water cooler, 
dispensing the purest 
water at a palatable 
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& and healthful tempera- 
a . ture. 
> The drinking water 
.°) problem in our cities 
O has Jong been one of 


enormous responsibil- 


OR 
ity and can not be 
_ 3 wholly solved by mod- 


ern municipal 
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flow and return pipe must be thoroughly insulated with 
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supply systems. These can and do take the raw water and 
make it pure. The system of distribution is almost per- 
fect, but the municipal government can not contro! the 
water after it leaves the faucet. Education must do this, 
People have been warned of the danger lurking in the 
common drinking cup. They have been taught that the 
cool draught from the open well may mean typhoid fever, 
and that the boy carrying the water bucket to workmen 
on the job may also carry a serious disease lurking in the 
film of dust floating on top. 

Those who have never realized that there is such a thing 
as a drinking water problem should interview the chief 
engineer, welfare director or industrial physician of some 
of our large industries. The only reason more has not 
been said about the 
difficulties connected » 
with the distribution 
of drinking water in 
our large mills and 
factories is because 
everyone took it for 
granted that all was 
being done that could 
be done. 

While this is a mat- 
ter of supreme im- 
portance wherever 
people congregate, 
work or play, it is 
more difficult in those 
places where work- 
men labor in high 


temperatures. Thisin- 
cludes foundries, steel 
mills, galvanizing 
plants, ship building 
plants, blacksmith 
shops, laundries, the 
holds of ships, enam- 
eling plants and many 
other similar places 
of employment. 
When the engi- 
neers, welfare direc- 
tors and executives 
learned that there 
was a new and better 
way to dispense water 
to employes, there was a positive eagerness to know 
all about it. Ways had been found under favorable con- 
ditions to serve men with pure water from sanitary drink- 
ing fountains, but this was of little value unless the 


TEMPERATURE was right. 





Fig. 11—Mechanical water cooler 
for offices using bottled water 


TEMPERATURE OF DRINKING WATER IMPORTANT 

T IS not enough to provide water for men working 

under such conditions. It must reach their lips pure 
and at a constant temperature. While, pathologically, 
warm water may not be a menace, yet it nauseates a man 
perspiring from hard muscular labor. If forced to drink 
it he is not satisfied, and if too much is taken it causes a 
sluggish and overloaded stomach. Few men will work 
under such conditions. They demand cool water. Such 
water is made possible through the use of such devices as 
are described in the following. Read the first part of the 
article in the issue of August 6. 


Figure 8 shows the method of circulating, which is quite 
similar to any system for circulating ice water, using 4 
small centrifugal pump connected to a motor. Both the 
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Fig. 12.—Iliustrating large capacity restaurant type water 
cooler, using method of immersing water coil in SO: same as 
Fig. 6. Self-contained cooler with compressor housing 


some approved type of non-absorbent material. Some in- 
sulation used for steam pipe is not satisfactory, because 
when air comes in contact with the refrigerated water 
lines, it will condense. This penetrates many kinds of 
covering, causing it to become saturated. When this hap- 
pens it is a perfect conductor for heat and the pipe might 
just as well be bare. Two inches of cork is often used for 
covering refrigerated water lines. 

As hinted earlier in this article, there is an enormous 
heat loss under the best of circumstances, which must 
always be taken into consideration and ample allowance 
must be made when estimating the size of compressor. The 
following table, from a manufacturer of cork insulation, 
shows losses sustained in various sizes of pipe when bare, 
when covered with one inch of cork (ice water thickness) 
and with two inches of cork (brine thickness) : 


BARE PIPE 
Transfer in B.t.u. 
per lin. ft. per 
deg. F. Dif. in 


Transfer in B.t.u. 
per lin. ft. per 
deg. F. Dif. in 


Pipe size, temperature for Pipesize, temperature for 
inches thour 24hours inches lhour 24 hours 
% 3 8.2 4 2.06 49.5 
My 406 9.75 4% 2.29 54.5 
We 485 11.6 5 2.49 59.8 
4 .581 14.0 6 2.90 69.6 
1 .698 16.7 7 3.33 79.6 
1% 856 20.5 8 3.74 89.7 
1% 960 23.0 9 4.16 100. 
2 1.16 28.0 10 4.63 111. 
2% 1.39 33.3 12 5.49 132. 

4 1.66 40.0 14 5.88 141. 
3% 1.86 44.6 16 6.75 162. 
1-INCH CORK 

Transfer in B.t.u. Transfer in B.t.u. 
per lin. ft. per per lin. ft. per 
deg. F. Dif. in deg. F. Dif, in 
Pipe size, temperature for Pipe size, temperature for 
inches lhour 24 hours inches lhour 24 hours 
“% 101 2.42 3% .292 7.00 
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% 114 2.74 4 311 7.46 

% -132 3.17 4% -335 8.05 

% .140 3.37 5 371 8.90 
1 -152 3.64 6 .397 9.53 
1% 173 4.15 7 -458 11,00 
1% -187 4.50 8 -504 12.1 
2 -216 5.20 9 -548 13.4 
2% .257 6.17 10 -571 13.7 
3 273 6.55 12 75 18.0 


2-INCH CORK 

Transfer in B.t.u. 
per lin. ft. per 

deg. F. Dif. in 

temperature for 


Transfer in B.t.u. 
per lin. ft. per 
deg. F. Dif. in 


Pipe size, Pipe size, temperature for 


inches lhour 24 hours inches lhour 24 hours 
4% 088 2.12 + .219 5.55 
% .098 2.36 4% .231 5.26 
% 113 2.71 5 25 6.05 
% 12 2.87 6 .285 6.85 
1 129 3.11 7 32 7.68 
1% 135 3.22 8 328 7.88 
1% .138 3.32 9 -339 8.15 
2 .158 3.80 10 .376 9.02 
2% 175 4.21 12 434 10.4 
3 .187 4.49 14 471 11.3 
3% .199 4.78 16 .625 12.6 


Every job of water cooling involving more than a single 
cooler is a separate engineering problem and should be 
given careful consideration before any recommendations 
are made. One efficient method, which, however, can only 
be used with a flooded system, is to place a cooler similar 
to Fig. 9 in each location and connect them in multiple on 
one compressor. The total requirements are figured and 
one compressor of proper capacity is selected and placed 
in the basement or some other convenient location. The 
gas lines are then extended to each cooler and connected 
to the cooling coil. In this way, there are practically no 
losses, as each cooler is an individual cooling unit and 
from two to six coolers can be connected to one compressor 
according to capacity. (See Fig. 10.) This can not be 
done with an expansion system because the valves can not 
be adjusted close 
enough to keep one 
cooler being favored 
over the others. 

Other photographs 
in this article show 
coolers intended for 
restaurants and in- 
stallations of vari- 





ous kinds. Restau- 
rants are served 
very well by me- 


chanical water cool- 
ers, although the 
fact that they have 
a peak load at some 
particular time dur- 


ing the day makes 


the problem more 
difficult. 


ICE AN 
INSULATOR 


COMPRESSOR 
A will go along 
very faithfully ex- 
tracting just so 
many B.t.u. per hour 
and per day, but 
they can not be hur- 
ried. These com- 
petent little ma- 
chines will not do 





Fig. 13—Individual type of cooler 
fountain with compressor remote, 
Expansion type cooler 
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hours’ work in one and can not be made to 
To overcome this tendency the compressor can 
than would 


any two 
do so. 

be set for a 
be necessary, and a somewhat larger compressor should be 


colder temperature otherwise 





restaurant type water cooler, 
Type for flooded system 


14.—Illustrating small 
using remote compressor. 


When this is done, a large cake of ice is built up 
around the cooling coil during the slack period and this 
starts to melt during the rush. This will almost double 
the capacity of the cooler for about two hours, which is 
enough to pass over the meal time. However, this should 
never be done in ordinary installations, as ice built up on 
a coil is an insulator and decreases the efficiency of the 
unit. 

Another interesting development is an insistent demand 
for a mechanical cooler suitable for use with bottled 
water. As these are generally used in offices, the demand 
is very light. In many cities, the practice is to drink bot- 
tled spring or mineral waters in preference to the city 
water in large office buildings. This requires a self-con- 
tained unit with the very smallest type of compressor, 
usually equipped with a one-sixth horsepower motor. It 
must be portable and without sewer connection, the only 
requirement being an electrical wall plug. 

Fig. 11 shows such a cooler with a special container to 
catch the drip from the bottle. The 
emptied to prevent it from overflowing. 
reach the compressor or motor. 


used. 


container is 
No overflow can 
Owners of large buildings 
find it a source of revenue to purchase such coolers and 
lease them to their tenants for a small monthly charge. It 


waste 
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eliminates the neceg- 
sity of carrying ice to 
the various offices 
with the attendant 
slop and dirt. 
Whatever the cause 
may be, people are 
becoming more inter- 
ested in drinking wa- 
ter. Health authori- 
ties are emphasizing 
the necessity of every 
one drinking more 
water. A large in- 
surance company has 
recently run a full 
page advertisement 
in several of our most 
popular periodicals 
urging the people to 
drink more water, 


The reasons are 

Fig. 15.—Type of cooler using re- S 
mote compressor and the drinking many and valid, why 
fountain also set at some remote lo- all should do so. 
cation. Type for flooded system will drink 


People 
more water, if it is 
available and made palatable by cooling to a healthful 
temperature. This is the purpose of these devices that 
recently have been developed. 

Those, who have been interested enough to have read 
this far, may now ask, ‘‘Well, how does this concern the 
master plumber? How can he cashin on this information?” 
There are two ways open, either one or both of which is 
available to the responsible well-financed master plumber. 

First: Almost every manufacturer of refrigerating ma- 
chinery is looking for the right kind of dealer. One of 
the confronting manufacturers 
today is 


biggest problems 
that of or- 
ganizing an efficient, 
dependable sales or- 


ganization. Who 
would make a better 
representative and 
dealer for the sale of 
mechanical refrigera- 
tion and particularly 
that of mechanical 
water coolers than a 
well established and 
progressive master 
plumber? 
This 
destined 


these 


industry is 
to become 
one of the very 
largest in the coun- 
try. Within a very 
few years it will rank 
with that of the auto- 
motive industry. The 
American people are 
progressive. They de- 
mand the best of 
everything, especially 
saving equip- 
The American 
wants the best 
and the 


labor 
ment. 
man 
in his home 
best and most effi- 
cient in his factory. 
No man who can af- 





type 
com- 


restaurant 
remote 


Fig. 16.—Small 
water cooler using 
pressor and expansion system 
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ford to invest in an electrical refrigerator wil] be content 


to use ice much longer. 

Now that a practical, efficient and economical method 
has been perfected for the proper cooling of water in mills 
and factories, no executive will continue to use the old 
methods any longer 
than it takes to con- 
vince him that there 
is a better way. He 
will adopt the unit 
mechanical water 
cooling system  be- 
cause of the great 
money-saving over 
old methods, if for 
no other reason. 

The old style 
master plumber was 
fundamentally a con- 
tractor. He was a 
poor salesman, paid 
little attention’ to 
merchandising meth- 
ods and rarely tried 
to increase his in- 
come by selling his 





customer something 
not specified in the 
contract. 


Fig. 17.—Self-contained type water 
cooler with compressor housing fea- 
turing two bubblers. Used with ex- 
pansion system A better plan is 
now in vogue. The 
master plumber is also a merchant. He generally has a 
store on a prominent business street with an appropriate 
window display backed up with advertising. He sells goods 
over the counter and realizes that every time the cash 
register rings the percentage of profit is greater than 
on the average contract secured by competitive methods. 


Unless you are a merchant master plumber who can 
sell goods and serv- 
ice, do not attempt 
to handle mechanical 
refrigeration. If, how- 
ever, you are progres- 
sive with an ear to 
the ground for the 
very latest, then you 
will be well advised 
to get in touch with 
one of the _ several 
large manufacturers 
of mechanical refrig- 
eration and_ secure 
either a distributer- 
ship or dealer con- 
tract. 

Mechanical refrig- 
eration is more per- 
manent and sound 
than radio, yet a 
great deal of money 
has been made with 





Fig. 18.—Self-contained type water “ 
cooler with compressor housing. radio. Both need a 
Used with expansion system certain amount of 


servicing, but the me- 

chanical refrigerator takes far less than the radio, be- 
cause its efficiency depends only upon correct mechanical 
adjustment, while radio is governed by weather condi- 
tions as well as the whim or ignorance of the purchaser. 
Second: It is astonishing that any architect would erect 

a modern building where people are compelled to work all 
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day and fail to provide means of cooling the drinking 
water. Thousands of towns in the United States are so 
situated that it is perfectly impossible to drink tap water 
until it has been chilled. The latest hotels have circulat- 
ing ice water, but most other buildings are neglected. 

With modern mechanical methods using small com- 
pressors, every plumber who has a contract in such a 
building should be able to sell the owner on the idea of 
installing a water cooling system. He will get his in- 
vestment back with interest in the additional rent of his 
offices and satisfied tenants. 

The average Master Plumber may contend that this is 
a new subject of which he knows nothing. He may think 





Fig. 19.—Exhibition of mechanical water coolers of various 
makes. Notice circulating demonstration in right foreground 


that it is a highly specialized branch with which he is 
too busy to bother. There is, however, nothing mysterious 
or hard to understand about mechanical refrigeration. 
Any one with enough brains to be a plumber can readily 
grasp it with the minimum amount of effort. At this time 
anyone with sufficient capital to engage in the plumbing 
business can secure one of the attractive dealerships from 
some responsible manufacturer. These manufacturers will 
gladly help you get on the right track to make money 
with one of the latest and best mechanical devices that 
has been put on the market in a decade. It is to be hoped 
that the industry will not neglect so great an opportunity. 





Fig. 20.—Cooler connected up at exhibition to demonstrate 
method of circulating with motor-driven pump, as shown in 
Fig. 8 








An Obscure Heating Problem 


Article No. 3 


state the matter clearly this explanation has been 

divided into three parts—-(1) what happens, (2) 
conditions under which it happens, and (3) what has been 
done so far in order that the trouble may be corrected. 

First, it should be ex- 

plained that this puzzling ——— 
heating difficulty was en- | 
countered by a heating con- 
tractor of wide reputation. 
He appealed to ‘Domestic 
Ungineering”’ for assistance. 
“Domestic Engineering” 
brought into the consulta- 
tion an engineer who is used 


TH] ERE is an unusual heating problem. In order to 


such a problem. 





Can You Solve This Heating 
Problem? 


The heating trade is noted for its puzzling problems. 
The best heating engineers and contractors are some- 
times “stumped” to use a common expression. Here is 
The recommendation of one engineer 


inch circuits on the job; each circuit starts at the ceil- 
ing of the first floor just above the boiler room; these 
two 3 inch circuits are fed by 4 inch lines from the header 
of the boiler; all mains and returns have the proper 
pitch and in the right direction; the return lines are all 
dry except the short return 
in the boiler room; quick 
air vents on the ends of the 
returns are ten feet or more 
above the water line; the 
check valve is absolutely 
tight. 

What Has Been Done 

What has been done to 
correct the trouble is as fol- 


a 





to solving problems of this si el Rae auld é a O . lows: The boiler has been 
kind. His analysis appeared was sec put without any wmprovements. f course tu blown off sufficiently. A 
: Wee is difficult to tell exactly what is the matter with a heat- 
in the issue of August 6. hey job thet deo tniaand wiles corey, But thie is cheat compound has been used 
‘ - wey. us 1s wha 
The analysis of another en- ras and the contractor states 


gineer of wide reputation 
appears in the issue of Aug- 
ust 27. Here is the analysis 
of a third engineer who is 
also widely and favorably 
known. It will be of much 
educational 
these three articles. When 

this is done, send in your comments on this problem. 

What Happens 


This is what happens: 
When the boiler begins to steam, the water in the glass 
rises until the glass is completely full. When about one 


and one-half pounds of steam is generated the water be- 


gins to fall and goes entirely out of the glass; more water 
is then added and after a long period of hard work the 
contractor is able to hold a steady water line. Then as 
soon as the pressure begins to fall the glass fills up again 
and the water must be drained from the boiler. Just as 
long as there is a variation in pressure, water must be 


added or taken from the boiler. This is what happens 


as stated by the contractor. 

There is no water hammer. The only noises to be 
heard are in the two 4 inch risers from the boiler. These 
two pipes vibrate considerably and there is noise in them 
as if the water is being siphoned from the boiler. The 
water leaves through the mains and not the returns. 


Water never gushes from the quick vents. When the en- 
tire load is on the boiler the second floor radiators heat 


up all right, but the ceiling radiators never get hot all 
over. - 











Conditions 
The conditions under which the preceding takes place 
are as follows: 


It is a one-pipe steam job shown in Fig. 1. Boiler, 


low water line, capacity 3,200 sq. ft.; radiators on first 
floor wall type, hung near ceiling; radiators on second 
floor three column, 38 inches high except two small wall 
radiators; each radiator is provided with good control 
valves and air valves; ends of dry returns have quick 
vents; boiler has two 4 inch steam openings and a steam 


header of 6 inch pipe; from this header is a 2% inch 
drip pipe to the 2% inch return header. The return has 


a 2% inch swing check valve in the boiler room and on a 
level with the return boiler opening; there are two 3 


many engineers are called upon to do so here ts a chance 
to exercise your ingenuity. 
“An Obscure Heating Problem” which appeared in the 
issue of August 6. Then read the article on the same job 
in the isswe of August 27. Then send in your comments 
on it and your solution if you have one. 


value to read ~ oe 


that the boiler is as clean 
as it can be. The boiler has 
been fired with quick air 
vents, also without them. 
They have cut off the ceil- 
ing radiators and fired up. 
They have cut off the second 


floor radiators and left the 
ceiling radiators open. -All radiators on one circuit and 
then the other circuit have been cut off. They have 
looked for stoppages but the pipes are clear. This is a 
fast steaming boiler and they have fired it fast, low and 
medium. 

There is the problem. Read below what a third en- 
gineer has to say about this obscure heating puzzle. What 
would you do to make this job satisfactory? Send in 
your recommendation. 


Read the article entitled 





AN ANALYSIS BY E. A. MAY 
FTER carefully considering the correspondent’s in- 


quiry and sketch accompanying it, the conclusion 


has been reached that the cause of the difficulty can be 
located by a careful analysis of what takes place under 
operation and consideration of the causes which might 
give rise to such results. 

The first statement to consider is that which states ‘‘The 
return lines are all dry except the short run in the boiler 


room,” which with the further statement that “water 


never gushes from the quick vents,’’ would indicate de- 
cidedly that water was not being lifted or syphoned from 
the boiler, but that on the contrary, the condensation was 
not getting back to the boiler as quickly as might be de- 
sired, but was being held in the returns until head enough 
is built up to overcome the resistance offered, among these 
is that induced by the check valve which, in our opinion, 
should be removed, so that the resistance would be cut 
out and the return water allowed to flow into the boiler 
under a lesser differential in pressure. 

The next statement to consider is that which says, ‘‘This 
is a very fast steaming boiler,’”’ and the paragraph begin- 
ning “There are no water hammers.” Our opinion as to 
What happens is this. When the dampers are opened and 
the fires quickened, the water in the boiler heats up 
quickly, vapor is formed and condensed quickly, causing 
a partial vacuum above the water line. In the meantime, 
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very rapid and it is 
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Fig. 2 


across the opening of the water column connections, 
causes a suction and draws the water out of the glass, and 
this would happen no matter how much water might be 
put into the system until such time as the velocity of 
flow had been reduced below the point where the suction 
effect was sufficient to empty the glass. 

The sound heard in the 4 inch risers may be the result 
of two causes—the rapid flow of steam from the 6 inch 
header into the 4 inch pipes, together with the sound of 
the boiler itself due to the 
and the velocity of leaving 


vibration conducted from 
rapidity of steaming 
the boiler. 


steam 


THE ENGINEER SUGGESTS 
T WOULD be our suggestion that the excess amount 
| of water be drawn off from the system and the natural 
water line of the boiler be restored, that the check valve 
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Figs. 5 and 6 
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be removed, and that the return water enter the boiler 
somewhere at the same end of the boiler as the water 
column connection and as near as possible to it in a ver- 
tical plane so that the cooler return water mixing with 
the hotter water of the boiler in the water leg nearest 
the water column would temper it to the extent of 
reducing the velocity in that particular leg below the 
suction point, or if this is not possible, a connection 
from water column piping to return would benefit. See 
Fig. 5. If there should be a feeling of hesitancy about 
removing a check effect then the connection approved 
by the Hartford Insurance Co. is recommended as giving 
all the protection of a check without its disadvantages. 
See Fig. 6. 

If it were possible to make bottom connections of 
water column to boiler at a point about two inches below 
water line, it would help matters provided this connection 
were not made into a water way. 


It is, of course, a difficult matter to diagnose heating 
troubles without an actual investigation of the installa- 
tion, but the actual results as described by our corre- 
spondent would indicate the cause as cited. 


‘ 





UNIVERSITY OF ILLINOIS RESEARCH CITED AT 
PARIS HEATING AND VENTILATION 
CONVENTION 

A convention bearing the rather elaborate title Le Con- 
gress du chauffage et de la ventilation des batiments 
habités was held recently in Paris and came to a close 
with a grand banquet. This was the annual convention of 
those interested in home heating and ventilation. 

The convention was held at the Conservatoire National 
des Arts et Metiers, the French government trade school 
of Paris, and was presided over by M. Labbé, director 
general of technical education. Among the organizations 
taking part in and sponsoring the convention were the 
Heating and Ventilating Engineers’ Association, the Cham- 
ber Syndicale of Heating and the Chamber of Heating Con- 
tractors of Paris, the departments (states) of the Seine 
and Seine-et-Oise. 

One of the most interesting features of the meeting was 
a lecture by M. C. Herody on the research work of the 
University of Illinois pertaining to home heating. Other 
papers were read and discussed on various subjects per- 
taining to all branches of heating and ventilation and an 
inspection was made of the laboratory of the Paris Central 
Trade School. 
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Beautifully designed - glistening wits) 


CheVittcous China Housing, 


for the flush connections of the 
‘Standard’ 


SAVOY 
PURIMO « DEVORO 
RY) hon jet closets 


Easy 
Lo Dall 


The Straight Housing 


Sli es 
i — 


Set bowl in proper position. Place 
flush pipe on it and lock to bowl. 











Entirely and permanently “‘all- 
white.” The new Savoy F2120 
showing Straight China Hous- 
ing, and (insert) the oval-top 
of the bowl with extended front 
and back features. 



































In the Savoy, you can offer an entirely “all-white” praesent does 


with cut at top. (Do not tighten . 


water closet with the introduction of the new “Standard” eek: Gecens te cocinen 
Genuine Vitreous China Housing for the flush connection. 





The graceful octagonal lines of the housing add real 
beauty of appearance to the fixture, and its truly vitreous 


surface permits greater ease of cleaning. 


Made for either straight or offset connections, it 
increases the handsome appearance of the “Standard” en dekiara ven 
Purimo and Devoro closets, as well as. the Savoy. seca daa 








This housing adds another selling point to the many 
now existing for superior “Standard” fixtures, and it is an 
improvement your customers will appreciate. 


Write your Wholesaler for information. 


Standard Sanitary Mfg. Co. a 


PITTSBURGH is in rear and screw up holder by 


hand unt! housing is rigid 








The offset housing slips over 
the flush connection after com- 


plete installation is made. It is 
then only necessary to insert 
holder at back of housing and 


PLUMBING FIXTURES men wing to se 
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Snap to 
Sell, too f 


The Kenney Thermo Valve snaps 
on or off in a jiffy—it saves gas— 
it is positive in action—it makes 
any boiler an instant automatic 
hot water storage heater! And 
because of that IT’S A SNAP TO 
SELL, too! That’s why the Ken- 


ney will positively make you 
money. You'll find it appealing 


to old and new customers—every 


I HERMO VALVE, one who has a boiler is a prospect 


—and every time you sell a boiler 


66 SN AP 7 ACTION 99 you can sell a Kenney! Plumbers, 


manufacturers, jobbers — all are 


finding the Kenney PROFIT- 
ABLE. You will, too— write! 





is the best of all thermostatic controls — it 
has no frail parts, no delicate levers or com- 
plicated mechanism— it works automatically, 
needs no servicing or attention—just install 


it and both your customer and you can 
forget it! 


FLANNERY MFG. CO: 


FLANNERY BLDG. PITTSBURGH, PA. 


Mention Domestic ENGINEERING when writing advertisers. 
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Mechanical aud Isometric Elevations 


OW that the colder 
N seasons are approach- 

ing, preparations are 
being made to accommodate 
the greater number of solu- 
tions to Plumbing Problems 
that will be sent in. There 
is no one who will not profit 
by contact with his brothers 
in the trade, and that is ex- 
actly the purpose of the 
Plumbing Problems and the 
Schoolmaster articles that 
comprise a discussion of the 
solutions of these problems. 
The Plumbing Problems, as 
every class member knows, 
appear regularly in ‘‘Domes- 
tic Engineering.”’ 

Every Schoolmaster arti- 
cle is, in a sense, a conven- 
tion or conference on a 
plumbing problem. Every 
reader of these Schoolmaster 
articles becomes automati- 
cally an attendant at these 








A COURSE IN PLUMBING 


Each article of this kind is in the nature of a con- 
ference or post-graduate course in plumbing. The 
Schoolmaster proposes a subject for discussion or a 
problem for solution. The subject or problem is pub- 
lished in “Domestic Engineering.” Readers send in their 
discussions of the subject or solutions of the problem. 
The Schoolmaster then comments upon the discussions or 
the solutions as he has done in this article. This plan 
frequently has been spoken of as the greatest single 
factor in the advancement in plumbing practice. 

All that is necessary in order to “join” this conference 
is to send in a solution of a plumbing problem or your 
views on the subject presented. Every drawing sent in 
should be as good as the sender can make it, but he 
should not hesitate because he cannot draw for each 
plumbing drawing must be redrawn in India ink so it 
can be reproduced and printed. Every reader is urged to 
enter this plumbing conference and to send in subjects 
for discussion or problems for solution. Each drawing 
sent in should be identified by writing on it the name 
and address of the sender and the date of the issue in 
which the problem appeared. 








Fig. 3.—D. B. Biggs, 
Santa Ana, Calif. 

Fig. 4.—Wm. M. Glose, 
Jr., Allentown, Pa. 

Fig. 5.—Louis Bodo, New 
Haven, Conn. 

Fig. 6.--Rafael Miro, San 
Juan, P. R. 

Fig. 7.—B. M. Mangan, 
Los Angeles, Calif. 

Of these, Figs. 1 and 2 are 
regular mechanical  eleva- 
tions, and Figs. 3 to 7 are 
isometric elevations. 

Discussion of these draw- 
ings is as follows: 

Fig. 1.—This_ elevation 
shows an excellent layout, 
with continuous venting ap- 
plied to every fixture except 
the water closets, which have 
circuit or loop’ venting. 
There is really no criticism 
to make concerning’ the 
work. The stacks C and EK, 
also D and G, appear close 





conferences, and he is invited to “bob up” at any time by 
sending us a letter in which he airs his views, presents a 
new problem or makes some comment upon the problem 
selected for discussion. 

Now we come to the problem shown on pages 26 and 
27 of the April 9 issue. ; 

In this problem we showed the floor plans for a four- 
story building, showing the fixtures on each, but no stack 
locations. This means that when the plumbing elevation 
is worked out by different ones, they will doubtless be 
quite different, one from the other. 

The replies that have been received on this problem 
are as follows: 

Fig. 1—Wm. M. Glose, Jr., Allentown, Pa. 

Fig. 2.—R. Campbell, Pueblo, Colo. 





































































































together, and the connections somewhat confusing, but 
reference to the plans shows the work correctly done. In 
each case one of the stacks is at the rear of the building 
and the other at the front. 

We note that a relief vent is used midway of each 
line of water closets except that it is differently located 
on the second floor group, which is served by stack G. 
We do not understand why this group of toilets is treated 
differently from the others. This relief vent or auxiliary 
vent, as it is sometimes called, is required under many 
plumbing ordinances when more than three or four water 
closets are served. It insures a circulation of air, thus 
preventing any siphonic tendency. The relief vent is par- 
ticularly effective when the waste fittings into the hori- 
zontal soil line are not set with the branch pointing out 
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horizontally, for waste from the fixture entering through 
a Y branch in an upright position will tend to form a 
curtain of water which prevents free circulation of air 
through the soil line. 

Fig. 2.—This elevation also is excellent, although the 


Ar 





| 
‘| 





Fig. 3 
arrangement is quite a bit different from Fig. 1. With 
the drawing there is a letter calling attention to the 


fact that apparently the drawing may appear to show the 
urinals vented into stack D, whereas they are actually 
vented to stack E. We note several instances which show 
the use of wet vents, and in each case the practice seems 
to us to be O. K., although we well know that there are 


many who condemn the use vf wet vents under all condi- 
tions. 


It is to be noted that in both Figs. 1 and 2 we have 
mentioned the fact that there is some confusion where 
two stacks appear in the elevation to be close together. 
As a matter of fact, one stack is at the front and the 


other at the rear of the house, but nevertheless in a 
mechanical elevation such as this they appear to be side 
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by side and close together. This confused situation is 
very largely done away with in isometric drawings, and 
if you will compare Figs. 1 and 2 with the isometric 
elevations that we are now going to discuss, it will be 
perfectly clear that what seems confused in the me- 
chanical elevation will be quite clear in the isometric. 

Of the five isometric elevations, Figs. 3 and 4 are ob- 
tained by viewing the plans from the lower left hand 
corner, and Figs. 5 and 6 by viewing them from the 
lower right hand corner. As a general thing, one or the 
other of these two angles will make a less confused draw- 
ing than the other, but in this case we cannot see any 
great difference in this respect. One seems to be about 
as clear as the other. 


It has to be taken into account that if we could show 
in connection with this article the large-size drawing from 
which our illustration is made, the result would be much 
That cannot be done, 


more satisfactory. however, for 








Fig, 4 
reasons that are entirely clear. We need to 
know, however, that isometric drawings made 
on a good scale will necessarily be much more 
easily understood than those that appear in our 
articles, 

Fig. 3,—This drawing is very well made, and, 
so far as the isometric work is concerned, there 
is little to criticise. Inasmuch as no cellar plan 
was shown in connection with the problem, 
there is nothing to do but bring the stacks 
down, without attempting to show any hori- 
zontal cellar work. In this elevation, stack 
C seems to us to show with particular clearness 
how much more clearly isometric shows the 
piping. In the upper bathrooms the fixtures are 
set quite differently from those in the bathroom 
on the next floor, and the isometric brings this 
fact out very nicely. 

Fig. 4.—This elevation is considerably like 
that of Fig 3. A principal difference is that 
stacks B and D in Fig. 4 connect together below 
the second floor. Circuit venting is used on the 
water closets, whereas in the other four draw- 
ings they are individually vented. Our opinion 
is that circuit venting is the better job under 
the circumstances, 
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The Kohler Electric Sink = OUR ee | 


(Made in 7 models) - 





The Kohler 








Two-Compartment Sink This new fixture has taken dish washing out of the electric appliance The Kohler Regular Sink 
(Made in 4 models) field and put it where it belongs—in the plumbing field. Sold only a 
This latest Kohler design has through plumbing trade channels, nationally advertised,and offered Kohler regular sinks are made in 
many new, exclusive improve: to the consumer on convenient payments, it presents an unequaled __ every style and size required by 
ments to stimulate sales. sales opportunity for progressive plumbers. the plumbing trade. 


The greatest line of sinks 


ever offered to the plumbing trade 


— plumber who sells Kohler opportunity to share profits which 
Ware is handling the most com- dealers in other lines are earning 


plete line of sinks in the world. He bycatering to the modern demand for 
is equipped to make every possible sale. labor-saving equipment for the home. 
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With the regular sinks he gets 
the regular business. With the Kohler 
Electric Sink and the new two-com- 
partment sinks he has a brand-new 


This completeness of line is backed 
by Kohler quality. The combination 
is building business for plumbers who 


sell Kohler Ware. 


KOHLER CO, Founded 1873, KOHLER,WIS. 


Shipping Point, Sheboygan .Wis.- Branches in Principal Cities 


KOHLEROFKOHLER 


Plumbing Fixtures 
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A few of the typi- 
cal Square “‘Gee” 
fittin’s used on the 


above installation. 


HERE’S no magic in Square 

“Gee” fittin’s. No hocus-pocus 
wand waving but plain“honest-to-good- 
ness” quality material. Special tapping 
machines, careful finishing processes, 
smooth counter-sinking and rigid in- 
spection give ’em the ability to “come 
easy and fit tight” the frsttime. Insure 
connections that are permanently tight 
and leak-proof, unseen and unheard 
from throughout the life of the building. 


= 


There’s No Magic in These Fittin’s 


Square “Gee’s” make roughin’ in an 
easier job. Save the journeymen’s 
time. Speed up the work. Lower 
labor costs. Naturally the result is— 


more contracts—more profits. 


Square “Gee” fittin’s do more than 
connect pipe—they connect your name 
to good plumbing. Say Square “Gee’s” 
to your jobber’s salesman when he 
writes up your next order. 
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THE GRABLER MANUFACTURING COMPANY : Cleveland, Ohio 
New York - Chicago - San Francisco - Los Angeles 


SQUARE “GEE” 
Malleable Iron PipeF IT TINGS 
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In general, the work is first class, the only criticisms 
concerning stacks A and B. On stack A, the bathroom 
layout for the third floor is different from that for the 
fourth floor. On the third floor the water closets are 
pack to back, also the lavatories, and should be served 
by unit vents rather than as shown. Exactly the same 
thing exists in connection with stack B. 

Fig. 5.—The chief criticism concerning this drawing is 
that the horizontal lines are not drawn at 30 degrees to 
the horizontal. It will be recalled that in all the instruc- 
tion we have given in the past on isometric drawing, we 
have pointed out that the two horizontal axes in an 
isometric drawing should always be at an angle of 30 
degrees with the horizontal. By this we mean that in 
this particular drawing the line XY showing the length 
must be drawn at this angle, and the line YZ must also be 
drawn at the same angle to the horizontal. At first sight, 
the error will probably not be detected, but it is there. 
If the drawing had been made correct in this respect,. it 
would have been very creditable. Inasmuch as this is a 
mistake very easily remedied, we look to see the next 
drawing submitted O. K. in all respects. We note the 
bathtubs seem to be crown-vented, and that waste connec- 
tions appear to be made into the heel of the lead bends, 
which is poor practice. 

Fig. 6.—This also is a well drawn isometric, with very 
little to criticise. We note that stack A has an addi- 
tional vent stack B, whereas stack H, which serves very 
similar groups of fixtures, has no additional stack. It 
seems to us that the additional stack is unnecessary. 

Unlike the other isometric drawings, stack E, instead 
of running down to the basement, runs horizontally under 
the third floor, and connects into stack C, 

Although no cellar plan is shown in the original prob- 
lem, a system of horizontal piping is shown, with the 
several stacks connecting into it. 

Fig. 7.—In this solution of the drawing problem, in- 
stead of showing the whole job in one elevation, each 
stack is shown separately. This method has its advan- 


tages and its disadvantages, 


A B Cc D 
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Fig. 6 


The chief advantage, it seems to us, is that in some 
respects it shows the work somewhat more clearly. Re- 
ferring to Fig. 3, for instance, the work on stacks B and 
G is somewhat confused, because of the locations of the 
two stacks, this being overcome in Fig. 7. 

The great disadvantage in the method of Fig. 7 is that 
the general layout of the job taken as a whole ‘is lost. 
We can readily understand that often, for various rea- 
sons, separation of the entire plumbing system into indi- 
vidual stacks, as here shown, would be advantageous. 


Our chief criticism of stack A is that there seems to be 
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The shower is the Mix- 
ometer type over the 
Deshler Bath Fixture. 
On the lavatory is the 
Unit-Acto Fixture. All 
can be furnished in 
nickel or Speakman 
Chromium Plate. 








Will never require polishing 


because 


They will never tarnish 


They will always be bright and have a rich 
mirror-like finish which will never wear off. 


SPEAKMAN SHOWERS 
and FIXTURES 


finished in 
Speakman Chromium Plate 


All Speakman products can now be had in this new wonderful plate, 
which is making possible, among other things, the use of all metal trim 
in the bathroom—both escutcheons and handles. 


Folders prepared to make plain to you everything pertaining to chromium 
and Speakman chromium plate will be sent—also available in quantities 
for your customers. 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARE 
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a greater use of vertical vent piping than would seem 
necessary, and in this connection we suggest comparing 
this feature with the other drawings. 

In the top floor work on stack B, we note a vertical 
pipe between the water closet and bathtub on both sides 
of the stack. We presume this to be a connection for the 
lavatory, but the trap has evidently been overlooked. 


On stack D it seems to us that the sink and lavatory 
might be given a unit vent. 


JUES 








ASKED BY OUR READERS AND ANSWERED BY OUR EXPERTS 
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In conclusion we want to say that the isometric eleva- 
tions that are submitted seem each time to show improve- 
ment, and this is saying, much, for to make a good isomet- 
ric requires some real thinking. 

We want to say again that the mechanical elevations 
are equally acceptable in these problems as isometric 
elevations, and that just because we have emphasized 
isometric work, that doesn’t mean that the common 
method of making elevations is not entirely acceptable. 
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HEATING GARAGH WITH HOUSE BOILER 

Editor, ‘‘Domestic Engineering’’:—Enclosed please find 
sketch of a job where the garage is to be heated from a 
boiler in the basement of the adjoining house. The job 
was started by another man, and the pipe from the house 
to the garage has already been installed, the ground 
above having been graded and seeded. I have not shown 
any radiator connection to the house. Will you please 
help me with this problem? 

Rhode Island. J. R. 


It is hardly possible that the installation as shown will 
prove satisfactory. From the sketch, no figures being 
given, it is apparent that the supply connection to the 
garage radiator is below the water line of the boiler. If 
this is true, the pipe up to this point will be full of water; 
there will be no steam circulation, therefore, the radiator 
will not heat. 

Distance is not given, but we would assume that it is 
considerable, in which case, there should be a supply 
line to the garage radiator and a return line also, so as to 
be certain of circulation. Both pipes should be covered 
with air-cell pipe covering, and inclosed in split-tile pipe 
with well cemented joints. 
































The Questions and Answers Department is open to all readers. Here their questions are answered—their problems solved. And, 
what is more, this department is an open forum, where readers may discuss plumbing and heating subjects. Don’t hesitate to ask | 
questions about the things you want to know, and don’t fail to send in your comments and criticisms of questions that have been an- 
swered. While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 
man who is in need of information. This department is for the craft. Use it freely. There are many ways to untie knotty problems. 


| 
| 





SUPPLY LINES IN CONCRETE 

Editor, “Domestic Engineering’:—-We would like to 
have your.opinion as to which is the best type of installa- 
tion for second floor bathroom supply pipes, concealed in 
concrete—extra heavy lead work or brass piping? Would 
you deem it advisable in any case to remove new work of 
extra heavy lead which has been tested under 65 pounds 
of cold water pressure, and found all right, and replace 
with brass piping, when it is necessary to dig up the con- 
crete to do so? 

Indiana. J. W. P. 

We would not consider a replacement unless it is caus- 
ing trouble, or remodeling of the building makes it neces- 
sary or convenient. 

If brass pipes are installed, care should be taken in the 
installation so that provision is made for the expansion 
and contraction. One-fourth of an inch clearance for 
every 10 ft. in length may be considered sufficient. 

Freedom of movement for. lines encased in concrete can 
be obtained easily by covering the piping with regular 
pipe covering, or strips of sheet metal, to prevent the ce- 
ment from grouting in around the pipes and fittings. 
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The Largest Manufacturers of Toilet Seats in the World 





Never-Split. 


veTtn 


Everlasting Hard Rubber 
Seats 











Evernu Seats are pro- 
duced by a patented pro- 
cess which molds special 
hard rubber into jointless, 
seamless, lasting units. 
No finish to wear off. The 
highly buffed surface—jet 
black or mahogany—may 
be easily cleansed with 
diluted alcohol. Models 
to fit any bowl. Hinges 
im any metal desired, or 
hard rubber-covered. 


This is Model 
No. 550 


nS remarkable ability to 

retain its original glossy beauty in 
spite of hard usage has put it in great 
demand for schools, hospitals, clubs and 





Pies xp office buildings, as well as for fine homes. : 
Y*AND SPRAYED Are you profiting by that demand? PERMA-WHITE 
So te oie tp of Write us for full particulars, today. Covered with extra 


heavy sheet pyralin 
ately fitted are the ; 


ee the Perma-White in 
joints that these seats glistening pure white 
never split or pull 


apart. In natural NEVER SPLIT SEAT COMPANY pn fo new) 4+ wr 


grains, mahogany or greens, yellows and 


ie agae on tng! °. FOUNDED 1905 lighter shades to match 
els and sizes for ‘ any bathroom decora 
every bowl. Dept. 29 $3 Evansville, Ind., U. S. A. Mier tg 


NEVER-SPLIT SEATS 


**Perma-White” *Coloro” “Evernu” White ** Duco” Varnished Wood 
Sheet Pyralin Tinted Sheet Pyralin Hard Rubber Sprayed Pyralin Patented Construction 
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This is one of a series of picture stories 
on the Manufacture, Use and Handling of 





















The tumbling barrel 


BOVE is 
shown a 
corner of 

the plating room 
in a faucet plant. 
The numerous de- 
vices shaped like 
small trees hang- 
ing on the wall are 
hangers on which 
the faucets are 
placed for immer- 


As suggested at 


chips or foreign 


the right, when the 
plumbing contract is completed, the main 
supply line and branches should be thor- 
oughly flushed. This will remove any 
substances from the 
pipes. It will also clean the seats of the 
faucets, preserve the washers and prevent 


sion in the plating tank. These hangers or racks, as they 
are sometimes called, have branches spaced to accommodate 


the castings of various shapes and sizes. 


At the lower right of the picture is a collection of castings 
on racks just as they have been removed from the plating 


bath. On the top 
of the table are 
shown two devices 
which are known 
as ‘“‘totes.”’ They 
are boards on 
which the castings 
are “toted”’ or car- 
ried. Faucet cast- 
ings are placed on 
the tote boards and 
are carried from 
the polishing room 
to the nickel plat- 
ing room and from 
the nickel plating 
room to the buff- 
ing room. 


leaks 
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Advertising Editoria 


A NEW ONE EVERY WEEK—No. 286 





‘When the frost is on the 
pun kin” 
it’s too late to have heating troubles 


ET most people do not know, when they 
start up the heating plant for the first time 
each year, whether it’s going to work or not. 
KEEPS YOU - ’ ’ ‘ e 

FIT And very often it doesn’t, with any degree of 
There’s a lot of fuss and bother 
because that 


satisfaction. 
getting someone on the job to fix it 
kind of trouble comes in bunches with the first 





Ask for a 
free copy of 
“The Story 
of the Bath.” 
Not adver- 
tising — but 
something 
every mem- 
ber of the 
family will 
enjoy. A 
gzood~= story. 


cold spell. Have your heating plant gone over 


now—it will be less expensive and you'll know 


it’s going to work when the time comes. 


(In this space your Name, 
Telephone, and 


Address ) 








The Advertising Magnet 


DVERTISING is like a magnet—it draws business. No doubt a 
A certain amount of business comes to the man who opens up a shop 
and waits for people to come in. But for every job he gets, the man 
who’s out advertising will get two at least. It’s hardly necessary to 
go into reasons—the fact is plain for anyone who will look around him 

advertising does pay. It’s building businesses every day. Commence 
advertising—use the Advertising Editorial service. Only $4.20 for 
twelve weeks’ service. Send in your order today. 

All you have to do is hand your paper the cut and reprint of this 
page which we send each week—no work or worry for you. 
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ALES LETTER 
One a Week—No. 123 





Now’s the time to go after heating repair 
business. The following copy can be used 
as a letter, circular, envelope stuffer—any 


way, so that you get a big distribution. 


BROWN 
Heating 

Two Rivers, N. Y., 

September 17, 1927. 


j 0 AN 
Plumbing 


Mr. Edward Jones, 
Two Rivers, N. Y. 
Dear Sir: 

Overy year, when the first cold day comes, 
every heating man in town has his hands full 
answering emergency calls. People have tried 
to start their heating plants and found some- 
thing wrong. They say ucomp!imentary 
things about the plant because it wonr’t work, 
and about the heating man because he can’t 
get there in five minutes. 

All that trouble might be eliminated sim- 
ply by having the heating plant gone over 
now. A minor adjustment now will mean 
a saving—the trouble won’t be aggravated 
by trying to force a fire. And you’ll have the 
satisfaction of knowing that your heating 
plant will work when you want it to work. 

Just telephone us. We'll send a man to 
go over the whole heating system for a small 
service charge; he’ll tell you then that the 
plant is O.K., or that it needs certain ad- 
justments. 

Now’s the time to get your heating man on 
the job. You’ll get quicker service and you'll 
probably avoid anything but minor adjust- 
ments. 

Just telephone and we’ll send a competent 


man to check your plant. 


Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 144 


. oe know the old saying—‘a half loaf :s 
better than none.” So, in advertising, a 
small advertisement is better than none. And 
small advertisements, persisted in, will pave 
the way for bigger ones. Size helps—but it 
isn’t everything. If you can’t afford the Adver- 
tising Editorial, you certainly can afford the 
Adlet. Copy out the one below, add your name, 
telephone and address and hand it to your local 
paper. 








| Forestall Heating Troubles 


By having us go over your heating 
plant now—not when you start a fire 
and find that something needs fixing 
That’s too late. Just telephone. 
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: These seven features 
k. put the “ Madbury” 
to The **MADBURY’’—K_-2000 Lavatory of DUROCK 
ll in a class by itself... 
le 
|- ; . 1. DUROCK will not 
HERE can be no question what your cus- cilia, die ail 
: tomers will think ten years from now if you ante a A 
- : wipe wi a damp 
- have sold them the ‘‘Madbury’’. They will al- cloth keeps it ever- 
; ways be proud of it—and they will 4ow that ‘ ete ase 
. china trimmings. 
no matter from whom they bought, they could Nadaieeneutite 
not have purchased more beautiful, more san- 3. The “Madbury” is 
. . . the only lavatory with 
itary, more everlasting or more economical pein me ot me 
bathroom equipment. be cleaned. 
4. Anti-Splash Rim. 
THOMAS MADDOCK’S SONS COMPANY deaadl wean mnenelirend 


cealsoverflow opening. 


DUROCK ‘Bathroom ©quipment 6. A single stream of 


TRENTON, N.J. water of any desired 


temperature isdirected 


L 

i 

toward center of bowl Pa 
in exactly the right :¢ 
place for washing in ; 
running water. 
Large square bowl 


Since 1859 — No Name has stood for "gives more washing 
HIGHER QUALITY space. 
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MADDOCK 


Product 
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STOCKHAM 5 FITTINGS 
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HAT the inherent qualities of Stockham Fit- 
tings are recognized for so many important 
buildings such as the Shoreland Hotel, is evidence 
that the infinite pains taken to insure perfection 
in Stockham manufacture are appreciated by 
architects and contractors. 
Forty-seven inspections and tests from raw 


materials to finished product insure the Stockham 


quality standard which makes Stockham Fittings 


CAST IRON OR MALLEABLE— 
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The name Stockham is on 
the fittings 1n the 
SHORELAND HOTEL 
SOUTH SHORE DRIVE 
CHICAGO 


Architects : 
M. Fridstein &§ Co. 


General Contractors : 
G. H. Gottschalk Co. 


Plumbing Contractors : 
Katz and Lewis 


Stockham Fittings furnished 
through the following whole- 
salers: Standard Sanitary 
Mfg. Co.; Weil-McLain 
Company; Miller Plumbing 
&F Heating Supply Co. 
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‘Quality is Demonstrated by Their Performance’”’ 


‘preferred where long years of service are required. 


And the man on the job prefers them too, for 
their qualities save his time. 

Stockham Fittings are quickly available in any 
quantities from leading supply wholesalers in all 
important cities. With the manufacturing facilities 
of the whole nation to draw upon, the wholesaler 
is in position to select for your use the merchan- 
dise which, because of its excellence, will encourage 
your patronage. 


SCREWED, FLANGED, DRAINAGE 


for GAS, WATER, STEAM, OIL or AIR 


Write for our 
complete catalog 


STOCKHAM 


PIPE & FITTINGS COMPANY 


Buy from 
YOUR WHOLESALER 


BIRMINGHAM, ALABAMA 


Warehouses with Complete Stock in: 


BOSTON NEW YORK 


CHICAGO LOS ANGELES 
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OHIO HOLDS CONFERENCE FOR PLUMBING 
INSTRUCTORS 

The Ohio State Board of Vocational Education was 
responsible for the training conference for plumbing in- 
structors held in the State House, Columbus, Ohio, August 
15 to 26. 

This board has been a consistent advocate and sponsor 
for part-time day training for apprentices as opposed to 
night school training. The plumbing and heating ap- 
prentices in Ohio attend school one-half day each week 
with regular pay from their employers. This work is 
carried on with the assistance of state and federal funds 
under the Smith-Hughes law, under the auspices of the 
Ohio State Apprentice Commission, which is composed 
of two master plumbers, two journeymen plumbers and 
two educators. The personnel of the commission is as 
follows: W. H. Grabowsky, Canton, representing the 
master plumbers; M. L. Crowell, Cleveland, representing 
the heating contractors; A. B. Longo, Cleveland, repre- 
senting the journeymen steam fitters; E, L. Field, Cleve- 
land, representing the journeymen plumbers; T. E. Jones, 
Youngstown, representing the public school system; E. 
L. Heusch, Columbus, representing the state department 
of education. 

The training conference was held for the purpose of 
instructing teachers in proper methods of teaching plumb- 
ing apprentices, for which each received sixty clock hours 


of professional credit. 

The subjects covered were: Analysis of Trade Practice; 
Organization of Course of Study; Methods of Teaching; 
Principles of Teaching and Learning; Practice Teaching. 

The conference instructors were E. L. Bowman of the 
National Clay Products Bureau, formerly of the National 
Trade Extension Bureau; S. E. Dibble, professor of plumb- 


ing, heating and ventilating, Carnegie Institute of Tech- 


The Penberthy 
Model *‘R”’ 
Cellar Drainer 
is cheaper to 
operate. 











AUTOMATIC CELLAR DRAINER 
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nology, Pittsburgh, Pa.; S. Lewis Land, educational di- 
rector, apprenticeship department, National Trade Ex- 
tension Bureau; Frank C. Moore, supervisor of manual 
arts, Cleveland Public Schools, Cleveland, Ohio; Dr. Wil- 
liam H. Stone, head of the department of industrial edu- 
cation, Ohio State University, Columbus. 

There are seven centers in Ohio for part-time schools 
for plumbing apprentices. It is required that the ap- 
prentices attend for the full four years of their appren- 
ticeship. In 1924 and 1925 there were 175 boys attend- 
ing these schools; in 1925 and 1926 this number was in- 
creased to 329 with the addition of the school at Toledo; 
in 1926 and 1927 the number was increased to 370 and 
the new center at Columbus was organized. 

Intense enthusiasm and interest were displayed through- 
out the entire conference and no body of men is more 
interested than these in promoting the education of young 
men in the plumbing industry. To relieve the tension of 
closely applied thought and study, a banquet was attended 
by all at the Chittenden Hotel on Thursday. The speak- 
ers of the evening were G. A. McGarvey, who is a special 
agent for Trade and Industrial Education, Federal Board 
for Vocational Education, Washington, D. C. Another 
speaker listened to with great interest was Frank C. 
Clemens, president of the Ohio State Association of Mas- 
ter Plumbers. A splendid talk was also given by E. L. 
Heusch, state supervisor of trade and industrial education, 
Columbus, Ohio. 

The accompanying photograph shows those in attend- 
ance. They are, from left to right around the table: 
L. A. Berstecker, plumbing teacher, Toledo, Ohio; J. H. 
Barnes of the Weiss Plumbing & Heating Co., Cleveland; 
J. O. Williams, plumbing teacher, Louisville, Ky.; George 
Ressler, Jr., of the Taggert Plumbing Co., Massillon, 
Ohio; George Ressler, Sr., plumbing teacher of Canton, 


y 


The Penberthy Model “R” Cellar Drainer is as 
efficient as it is possible to build equipment of this 
kind. It is the result of years of painstaking experi- 
«mentation and is almost entirely troubleproof. 
Every flooded basement, flywheel pit, boiler pit or 
excavation is a place where a Penberthy Model “‘R”’ 
can be sold. Look around you—there are prospects 


on every side. 








Your Jobber Can Supply You. 


PENBERTHY INJECTOR CO. 


Established 1886 
1260 Holden Ave. Detroit, Mich. 


Canadian Plant: Windsor, Ontar-.o 
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EXCEL Unions Laugh at Abuse! 


Put an EXCEL Union to the test of abuse—put it 
in a vise and try to throw it out of true—whack it 
with a sledge hammer—put it on a piece of pipe 
and beat it against a wall— 


You'll know then what we mean when we say 
that EXCEL Unions laugh at abuse. 


And you’ll know why EXCELS take the wear of 
decades with only a smile. 


EXCEL Unions meet Govern- 
ment Specifications No. 393, 
also listed as standard by the 


Underwriters’ Laboratories 


SS : From your jobber Lid Ey 


PROVIDENCE FITTINGS COMPANY -+ + 7 Water Street, Boston, Mass. 


NEW YORK OFFICE: 210 EAST 45th STREET 
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Ohio; E. L. Bowman of the National Clay Products Bu- 
reau; S. E. Dibble, professor of plumbing, heating and 
ventilating, Carnegie Institute of Technology, Pittsburgh, 
Pa.; J. Ray Stine, state supervisor of industrial teachers’ 
training, Columbus, Ohio; Dr. William H. Stone, head of 
the department of industrial education, Columbus; Arthur 
M. Barr, plumbing teacher, Columbus; Edwin L. Field, 
plumbing teacher, Cleveland; Perry L. Ritchie, plumbing 
teacher, Dayton, Ohio; Christy Schwarz of the Seddon 
Plumbing Co., Columbus; Charles F. Kest, plumbing 














teacher, Youngstown; Harry Beers of the Superior Plumb- | 


ing Co., Akron, Ohio. 





JERE L. MURPHY ADVOCATES BETTER LIEN LAW IN 
NEW YORK STATE 
Jere L. Murphy, New York City, formerly a member of 


the board of directors of the National Association of Mas- 
ter Plumbers, and past president of the New York State 


| 
} 
} 


Association of Master Plumbers, has again recently done | 


some real constructive work for the benefit of the entire 
building industry by urging a much needed amendment of 
the New York State lien law. Referring to Mr. Murphy’s 


efforts in this direction, “‘The New York Times’ recently | 


published an extensive article from which we quote the | 


following, which will no doubt be read with interest by 
many of our readers: 
“Building trade practice under the New York Mechanics 


Lien law has reached a point where appeal has been made | 
to Governor Smith, Attorney General Ottinger and District | 
Attorney Banton for relief, writes Allen E. Beals in the | 


current Dow Service Daily Building Reports. 

“Written and expressed opinion of the building construc- 
tion industry of New York City, and presumably through- 
out the State, is to the effect that conditions made possible 


by this law are now such that they simply cannot be al- | 


lowed to go on. 

“J. L. Murphy, president of J. L. Murphy, Inc., general 
piping contractors of this city, who has called the atten- 
tion of State and city officials to the conditions into which 
building construction trades have been forced, says what 
the entire industry believes, namely, that ‘the Mechanics 
Lien law of the State of New York is ridiculous, and it 
does not operate for the best interests of the people of the 
State. * * * There is no good reason why the Me- 
chanics Lien law should not be changed. * * * The 
present law is not a law at all; it is simply a farce, an 
open door through which dishonest persons have entered 
the building construction business wherein to practice 
fraud upon contractors and building material and supply 


companies.’ 
***T believe,’ he goes on to say, ‘it would be well for your 


_— ee 
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Michigan Smelting 
and Refining Co. 
now operating 
Capitol Brass Works 





They Never Need Re-packin 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS 
AND PLUMBERS’ BRASS GOODS 
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EWANEE 
LQADIATORS 


KEWANEE BSILER COMPANY 


Kewanee, Illinois 














Jennings Pumps 


ENNINGS Condensation Pump and 

Tank Outfits are supplied in sizes up 
to 16,000 sq. ft. equivalent direct radi- 
ation, for returning to the boiler under 
pressure condensation from basement 
radiators, set below boiler water line 
level. Write for Bulletin No. 63. 
Nash Engineering Co.,41 WilsonRd., Se. Norwalk, Conn. 
Motor-driven Jen- Jennings Sewage 


nings Vacuum Ejectors for raising 
comes for —_ sewage from low 
ne steam heating levele come fa of 

systems are supplied ave ome tm Genes 
in standard capaci- paged —— 


ties up to 300,000 aq Ps 
{t. equivalent direct pacity — heads 


Motor-driven 
Jennings 
Condensation Pump 















radiation. up to 50 ft. 








URRY 
WATER:‘HEATE 


KEROSENE HEATERS— 
WICK BURNER TYPE 


Quadruple coils of copper and the 

patented Kerogas Burner (Hot- 

stream is the only Water Heater 

licensed to use it) insure the 

greatest efficiency. 

Lights instantly at the touch of a match 

—is noiseless, sootless and extremely 
economical. 

Made in 3 sizes — write for complete information. 


THE HOTSTREAM HEATER COMPANY 
9502 Richmond Rd, “Makers of Heaters that Heat” Cleveland, Ohie 
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Lan i 7A tor 


“Show Them How It’s Done”’ 


Below is shown our 


Type 3-R-17 Burner 
installed in a round 
boiler. Notice how 


ae BARBER Patented JET 


ered. 


GAS BURNERS 


Tell your prospective customers how they can convert 
their present coal burning systems to gas with the 
minimum of trouble and expense by using BARBER 
Patented Jet Gas BURNERS. 

Show them why, through correct scientific design and 
proper application, BARBER Patented Jet Gas 
BURNERS will save them from 15% to 35% on 
their fuel bills over other types of gas burners. 

You will find BARBER Patented Gas BURNERS 
practically sell themselves. Gas heat is safer, cleaner, 
more economical and efficient particularly so when 


used with BARBER Patented Jet Gas BURNERS. 


The opportunities awaiting you selling BARBER 
Patented Jet Gas BURNERS are unlimited. You can 
set up a demonstrating outfit like the one above at 
very little cost and trouble. Big profits and many 
satisfied customers are to be made. 


Remember our engineering department will specify 
for you proper Barber Gas Burner equipment for 
Furnaces, Steam, Hot Water and Vapor Boilers-—if 
you will give us the Name, the Number and the 
Manufacturer’s name of the appliance. 





Write for our complete information, prices and discounts. 


THE CLEVELAND GAS BURNER & APPLIANCE CO. 
BURNER SPECIALISTS 
3702-04 Superior Ave. 32 Cleveland, Ohio 
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office to investigate the present conditions created by the 
weakness of this law and thereby render to the people of | 


this city and State a great public service.’ S A k / 
“In his letter to Attorney General Ottinger Mr. Murphy | uppol t t e tac € 


cited a particular case wherein it appears that a holding | 


company erected a number of buildings. When the com- | ; ” 
pany bought the land they made contracts to erect the | THE MEYER 
buildings with the understanding that when they received | 


the money from the lending company they would, of INSERTABLE JOINT 


course, pay the contractors for the work they did and the 
labor,they supplied for the operation. 

“When the buildings were erected, however, and the | 
owners received the money that should have gone to pay | 
the contractors and for the materials and supplies that 
went into the job. the owners diverted these funds into | 
other channels, and as the situation now stands the own- | 
ers, under the protection of the lien laws of this State, | 
which are supposed to protect the material supply man 
and the employer of labor on building operations, will 
avoid payment on these items totaling more than $100,000. 

“Tf you will investigate the lien law situation here,’ 
said Mr. Murphy, ‘you will be clearing up a condition 
that, while it has existed for some time, has grown worse 


stack and holds the line 
as these operators’ have become bolder. The condition 


simply cannot continue as it has been going on. There is at any height in the tel- 
today no other line of business that I know of that is con- Patented escope hub 
ducted as loosely as is the building business, and there is a , 3 
no other line of business that I know of where a man can . 
be as easily defrauded as in attempting to build.’ Made Exclusively by 

“District Attorney Banton assured Mr. Murphy that the | SOMERVILLE IRON WORKS 
matter should be investigated. tava N icine: aii alien Odea as 

“The ultimate solution, however, lies far beyond trying Somerville, N. J. 3637 S. Ashland Ave.. 9502 Quincy Ave. 
to reach any malefactors that may be found in one Me- Chattanooga, Tenn. Chicago, Ill. Cleveland, O. 

: P : P = | 300 Madison Ave., New York, N. Y. 

chanics Lien law manipulation. Every contractor and | 
building supply distributor in New York City, and the 
State as well, has had personal acquaintance with the op- 
eration of this law, but public attention has been focused | 
upon the evils it permits when, during the last few months, | 
the trend of building and the condition of competition 
have been such that greater control has been kept on 








The powerful set screws 
grip the pipe and ‘‘takes 
up theslackinthestack.”’ 


Costs No More 


The ONLY insertable 
joint that supports the 






































‘ 


buildi terial and contractual credit i biicar ig we = ges 
juliding material an ontractua ‘ | standard heights in 


“Tt was at first thought that it would be sufficient if | three-, five- and seven- 
credit were limited or denied to known irresponsibles. | tube sizes. 
Some success has been attained, but it is now very plain | 
that just so long as the Mechanics Lien law remains as it 
is on the statute books of the State the way will remain 
wide open for those who wish to defraud building material | 
dealers and contractors to continue to do so. | 

“Caught in a jam when a falling real estate market left | 
much unleased and unsold space on their hands, many | HE very latest de- 
owner-builders, finding money unfailingly easy to get, | velopment in radi- 
kept out of the bankruptcy court by the simple expedi- | ator construction com- 
ency of keeping right on building, regardless of whether 
there was a demand for finished structures or not. 

“Liens became mere ‘scraps of paper’ when the defraud- | 
ing owner-builder sold out the physical property on which | 








bining beauty and re- 


finement in design with 
strength, durability and 





any liens that had been filed previously were buried so far | efficiency. Write for de- 
below the various first, second, ete., mortgages that all | tails of our complete 


the building material man and contractor could do was line. 
to write off the loss. 

“As a matter of fact, the building material dealer and 
the contractor have been doing so much of this sort of | 
loss absorption that, with the falling price of materials 
and the waning demand for building, they realize as never | 
before the need of a lien law that will do what it is sup- UNION Radiator Co. 


posed to do—protect them against loss.’ : Office and Works: Johnstown, Pa. 
me sem ee Branch Warehouses: 
race bullce New York Philadelphia Chicago 


: , Superlative fea- - - 
S. L. Martin of the Columbia Amusement tures, Low cost. Baltimore Harrison, N. 


highest results! 














Ashland, Ky. 
Company plans to erect at an early date a $400,000 thea- 
ter building on Winchester avenue. 
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It Tells You 
What You Want 
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find the size of tap, service and 





supply pipe registered in the op @ 
below. 
HE installation of Sloan Royal Flush Valves has 
become standard practice, not only in large build- ROYAL FLUSH VALVES 
ings, but in residences and small apartments as well. The Recognized Standard 
. > . They are neat and up-to-date and 
Many plumbers, in their work on residence or small improve the appearance of any 
apartment jobs have found the Sloan Sizer to be a bathroom. 
real help, a time saver and a source of valuable infor- They are easy to install and can be 
mation. The Sloan Sizer is a calculator that, gives the Se amie ood 
proper size of tap, service and supply pipe. require no attention to keep them 
in working order. 
With this handy device you can figure out the pipe They deliver a uniform flush at 
sizes for the average small building where Sloan every operation. 
Royal Flush Valves are to be installed, and know, in They can be used on any make of 


advance, that the whole job will be right. Gutuses thet sequize Guching. 


They can not be held open to waste 


You ought to have one of these calculators. Sent to ane. 


you free of charge. Just write, “‘Send me a Sloan 
Sizer” on your letterhead and mail it to the Sloan 
Valve Co., Chicago, IIl. 


ROYAL FLUSH VALVES 
SLOAN VALVE COMPANY 


CHICAGO 








Denver, Colo Indianapolis, Ind. Milwaukee, Wis , 
Albany, N. Y Buffalo, N. Y. Des Moines, lowa Jacksonville, Fla. Minneapolis, Minn Oklahoma City, Okla. Seattle, Wast 
Atlanta, Ga. Butte, Mont. Detroit, Mich. Kansas City, Mo Nashville, Tenn. Philadelphia, Pa. St. Louis, Mo 
Baltimore, Md. Cincinnati, Ohio Durham, Conn. Los Angeles, Cal. Newark, N. J. Pittsburgh, Pa. Syracuse, N. Y. 
Birmingham, Ala. Cleveland, Ohio Fort Wayne, Ind. Memphis, Tenn New Orleans, La. Richmond, Va. ampa, Fla. 
Boston, Mass. Dallas, Texas Grand Rapids, Mich. Miami, Fla. New York City, N.Y. San Francisco, Cal. Washington, D. C. 
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Mention Domestic ENGINEERING when writing advertisers. 
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BUSINESS CONDITIONS IN LEADING JOBBING 














CHICAGO 


The week’s review of conditions pertaining to the 
plumbing and heating business in this territory, in many 
respects, discloses no variation from last week. While any 
great change in demand is rather difficult to discern, 
makers, especially those engaged in the manufacture of 
commodities used in finishing work, report that current 
consumption calls for good volumes and that contractors’ 
needs appear to be growing as each week passes. Enam- 
eled ware and pottery and also range boilers and plumbers’ 
brass goods are included among the materials which 
makers report as being used in increased quantities. The 
busy season for boiler and radiator manufacturers is also 
fast approaching and the steps being taken by heating 
contractors in preparing themselves for this period are 
already being reflected in no small degree on makers, with 
a steady influx of specifications against orders placed prior 
to the last price advance. Roughing-in material, too, con- 
tinues to experience a fairly good demand, a large volume 
of major enterprises and apartments still demanding this 
type of goods. 

While no new price sheets were issued by makers it 
can hardly be said that the price situation was unchanged 
during the last seven days. A very decided stiffening is 
reported in prices being quoted by enameled ware makers 
in this territory, and it is understood that the liberal con- 
cessions that have been customary for some time past have 
been withdrawn by nearly all makers. The leaning toward 
more firm quotations by tubular brass makers, as reported 
previously in this section, is still apparent, reports per- 
sisting that other makers will soon follow in the steps of 
those manufacturers who recently advanced their prices. 

Production is underway at nearly all points in sufficient 


volume to insure wholesalers of immediate shipment of 
material when such a request is attached to orders. Whole- 
salers are in a position to supply the ordinary require- 
ments of their customers without delay. 
Soil Pipe 

Conditions marking the soil pipe business in the Chi- 
cago territory showed little change during the past seven 
days. No interruptions occurred to interfere with the con- 
sumption of pipe by contractors and this condition is re- 
flected on wholesalers, who, for the most part, are steadily 
‘alling on foundries for immediate shipment of material 
to meet the requirements of their customers. Some foun- 
dries, however, continue to complain of tardiness on the 
part of wholesalers in forwarding specifications against 
contracts placed at the time of the low price level. Prompt 
deliveries are available from some foundries, while others 
are not promising immediate shipment of large sized or- 
ders. Prices have not changed and are fairly firm. 

Steel Pipe 

The representative in this territory of one large mill re- 
ports a brisk current demand for nipple pipe. The move- 
ment of regular steel pipe also is good, according to the 
same source of information. Other makers’ reports sub- 
stantiate this statement and, with the heating season fast 
approaching, the outlook for makers of steel pipe is prom- 
ising. Close range buying for immediate requirements 
accounts for the greater part of steel pipe leaving mills. 
While jobbers’ racks are not overburdened, early deliveries 
are available from that source of supply. Mills, also, with 
their ample supplies, are in a position to make prompt 
shipments. Prices are firm and unchanged. 

Wrought Iron Pipe 

Representatives in this territory of wrought iron pipe 

mills appear well satisfied with the manner in which busi- 





While a slight degree of spottiness marks the move- 
ment of some commodities, due in no small measure to 
the numerous small sized orders being placed by 
wholesalers, the volume of plumbing and _ heating 
goods reaching consumption is, nevertheless, good and 
from all reports well sustained. Taking as a whole 
the jobbing centers included in this report, the last 
week’s activities differed little from the week previous. 
In practically all sections wholesalers are showing a 
growing willingness to purchase a little more freely. 
Enameled ware, pottery, plumbers’ brass goods and 
other materials commonly used in the finishing-up 
stage of construction account for the bulk of goods 


going into consumption, and demand for these mate- 
rials appears to be definitely on the up-turn. Rough- 


FINISHING MATERIAL MOVES IN GOOD VOLUME 


ing-in material is also in good demand for this season 
of year, maintaining a somewhat lower but at the 
same time fairly even keel, compared with the finish- 
ing materials. That contractors are commencing to 
give serious consideration to the approaching heating 
season is evidenced in the substantial number of speci- 
fications against old contracts that are reaching 
makers. 

No new price sheets were issued by manufacturers 
during the last seven days. In Chicago, however, 
enameled ware prices stiffened considerably and it is 
understood that the liberal concessions that have been 
granted for some time have been withdrawn by most 
makers. Prompt shipments are being offered by 
nearly all makers from well assorted and ample stocks. 
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No. 350 Combination Lavatory Fix- 
ture for vitreous china or enameled 
iron lavatories. Polished nickel 
finish and vitreous china handles 
and bell escutcheons. Pop-up waste 
with china knob, 114-inch tail piece, 
removable seat valves, nickel plated 
spout. 


Many different types 


of combination lavatory 


fixtures worked out by 
UNITED designers spent strenuous months on test 
lines in our experimental department before this No. 350 
won out. And even then it served on a lot of actual jobs 


before it went on the market. That’s why we were sure in ad- 


vance of the enthusiastic reception it met from Jobbers and 
Plumbers everywhere. UNITED aes 


always gives you this guarantee . _ 





Positive action 


of satisfaction and profit - - - - — Pop-up Lava- 


tory Waste. 
Vitreous china 


THE UNITED-OBERNDORF CORP., CLEVELAND, OHIO knob, nickel] 
plated escut- 


cheon. 1!4-inch 


tail piece allows 
for full adjust- 
ment to fit 
various types of 


TRADE MARK REG. IN U. S. PAT. OFFICE lavatories. 
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ness has progressed this year, and are optimistic in regard- 
ing business prospects for the next few months. Although 
distributors are not anticipating and are guarding against 
overstocking, their turnovers are such as to require a 
steady movement of pipe from mills. 


Enameled Ware 

Prices being quoted by enameled ware manufacturers 
stiffened considerably in the Chicago territory during the 
past week. It is understood that the liberal concessions 
that have been granted for some time past have been with- 
drawn by most makers. Makers appear to be more satis- 
fied with business than earlier in the year, stating that the 
usual small orders are growing more numerous from 
week to week. Early delivery requests are, as a rule, still 
a part of most orders reaching manufacturers, and no 
difficulty is experienced by makers in fulfilling such re- 
quests from their ample and well assorted stocks. No new 


price sheets were issued by makers during the week. 


Pottery 

September so far has been a fairly good month for pot- 
tery manufacturers doing business in this territory. Al- 
though demand shows little apparent change over that of 
the latter part of August, current consumption is such as 
to bring about a steady movement of ware from makers’ 
plants. Many major enterprises are at the fixture setting 
stage and this accounts for a large volume of ware of the 
type used in these buildings. Wholesalers and contractors 
are still both rather backward in ordering until definite 
needs arise, depending on manufacturers for immediate 
shipment of ware when orders are placed. A good call 
prevails for specials, according to makers. No price 


changes were announced during the week. 


Plumbers’ Brass Goods 

The price situation, especially concerning tubular goods, 
seems to show improvement. Several makers of tubular 
goods have issued new sheéts of late and to further 
strengthen the above statement are reports of contem- 
plated price changes by other makers. Little change is ap- 
parent in the buying habits of wholesalers, ordering as 
needs are created being the general rule. Better volumes, 
however, are reported by most makers, which is attributed 
to the fact that in many instances these small orders are 
more numerous than in the earlier part of the year. Ship- 
ments from makers are going forward in fairly good time. 


No changes in price were announced by makers during the 


week, 
Range Boilers 

Current demand for range boilers is fairly seasonal, ac- 
cording to most makers. The last few weeks have shown a 
quickening to demand, which is attributed to the increas- 
ing needs of contractors, and this, because of the low in- 
ventories being maintained by most wholesalers, is early 
reflected on makers with requests for immediate delivery, 
The price situation is still unsettled and in a rather weak 
condition. No new sheets were issued during the past 
week. 

Boilers and Radiators 

Boiler and radiator manufacturers continue to report a 
very satisfactory business and optimism prevails in most 
quarters when viewing the future. The heating season is 
opening up nicely and makers state that specifications 
against old orders are reaching them in good volume. 
Early deliveries are the rule on most items. No price 
changes were made during the past week. 





The sympathy of the Utah plumbing and heating trade 
is extended to P. P. Erskine, veteran Salt Lake City con- 
tractor, on account of the recent death of his daughter, 
Mrs. Lester H. Merrill. 
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NEW YORK 


During the elapsed seven days since the previous survey 
of activities pertaining to the plumbing and heating in- 
dustry in the Greater New York territory, there is a lack 
of any clearly discernible change aside from that which 
naturally follows an extended week end holiday such as 
was occasioned by the advent of Labor Day. The con- 
sumption of materials seems steady at a fairly good point, 
with indications of a continuance of this condition, accord- 
ing to the majority of opinions, despite the divergency be- 
tween the volumes of the elapsed eight months of this year 
over the like period of 1926. The difference, which is 
rather marked, is due in no small measure to the fact that 
1927 suffered a later start than last year, due to labor dis- 
turbances and the hesitation of builders to get going seri- 
ously. 

Contracts for building projects that are being awarded 
in this area seem to be running on a more even keel than 
has characterized the industry for some years. This, of 
course, has reduced the total volume quite a little, but is 
seen by many close students of construction activities to be 
a mark of greater stability. Architects continue to have 
ample work on their boards and the average jobber con- 
tends he is doing no end of figuring. Price conditions 
generally have changed little during the week, but collec- 
tions seem to be made with some difficulty. Satisfactory 
deliveries are readily obtainable in most all instances. 

Soil Pipe 

Business as far as soil pipe is concerned is more or less 
spasmodic in this territory, in that on some days makers 
are in receipt of specifications that involve fairly substan- 
tial tonnage and other days find it considerably below 
normal; nevertheless, the total is fairly good, all things 
considered. Generally the stocks in the yards of whole- 
salers contrast directly in size to the working stocks to be 
found at nearly all foundries which afford satisfactory de- 
liveries. Inasmuch as nearly all. present transactions are 
against old bookings, very little new business is consum- 
mated. Prices are unchanged. 

Steel Pipe 

Jobbers are buying little beyond their immediate needs; 
as a consequence, a flurry in demand from plumbing and 
heating contractors is quickly relayed to the mills. These 
requirements, when totaled, give the steel pipe market a 
fairly brisk aspect. Most orders are accompanied by a 
request for rapid shipment, which is followed by the mills 
satisfactorily. No change has been made in prices, which 
continue strong. 

Wrought [ron Pipe 

The volume of wrought iron pipe in demand by plumb- 
ing and heating contractors is fairly good and is almost 
entirely supplied out of stock. Inasmuch as few jobbers 
are carrying large surpluses, mills are called on frequently 
to ship orders of comparatively small dimensions quickly. 
These rush orders are taken care of to the satisfaction of 
customers with few excepted instances. Prices are firm 
and unchanged. 

Enameled Ware 

Wholesalers are feeling a good demand for enameled 
ware, but reports from manufacturers differ as to the ton- 
nage entering this market. Some qualify it as being fair, 
others as good, while at least two feel that it is excellent 
as far as their quotas are concerned. So that, all in all, it 
may be stated that business in this commodity is well sus- 
tained. Little or nothing is heard of delivery extensions, 
as manufacturers continue in position to meet promptly 
the: requests from wholesalers intent on strengthening 
their depleted stocks. Prices have not been changed. 
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Special Notice to Plumbing 


The manufacturers whose names appear 
below and on the opposite page have author- 
ized us to send to the plumbing and 
heating contractors, upon request, their loose 
catalog sheets for use in the binders distri- 
buted through the National Trade Extension 
Bureau. 

These loose sheets are reprints of catalog 
pages appearing in ‘‘Domestic Engineering 
Catalog Directory.’’ They are uniform in size 
—814x10% inches—printed on a good grade 


IE Boss oi nbn o ckk Pocwewsne sac Port Chester, N. Y. 
Acme Adjustable Pipe Hanger Mfg. Co......... Richmond, Va. 
Acme Asbestos Covering & Flooring Co.......... Chicago, IIls. 
Acme Frost Proof Closet Mfg. Co............... Baltimore, Md. 
SA cua dsbi sacks aber ious oiau enue Coxsackie, N. Y. 
PN Is GG Ee BO iss oben dsesudndeneccsevunn Chicago, Ill. 
FS FIG ios ois Sv ee sess veces se Waterbury, Conn. 
American Manganese Bronze Co........ . .Holmesburg, Pa. 
DART PADS TOON ISOS. yo. soins xv aie ce cnc shane Chicago, Ills. 
ee IE Silinn os ihcdc de Nese sce eGaess Chicago, Ills. 
American Spiral Pipe Works.................... Chicago, Ills. 
American Steam Pump Co................ Battle Creek, Mich. 
ce Wie ei a 5 Chicago, Ills. 
res, Bridgeport, Conn. 
Automatic Gas Steam Radiator Co............. Pittsburgh, Pa. 
SE EN IG Wis Bins ook se occ ceceinsen eed Boston, Mass. 
ee Gas WO inn sos iv sse nse cwscen New Haven, Conn. 
aE BAe NGOig FOIE os 6 0 oc vos ts dncacens Boston, Mass. 
RE ch hss ae eh ies kWicte ae Gh eee Warren, Pa. 
Bay Ridge Specialty Co., Inc.................. Trenton, N. J. 
Beaton & Cadwell Mfg. Co., The.......... New Britain, Conn. 
Beaton & Corbin Mfg. Co., The........... Southington, Conn. 
Es Ry OD 5 i <b on se What ves vadee base Marietta, Ohio 
I EIS 6.5 Ga sis a Se eb welder és ckweahoee Chicago, Ills. 
ee OE 2 a Hudson, N. Y. 
BE ig TOD. vicevsnces cvcccccsessvevsssvieg Medina, N. Y. 
ON ee Rock Island, Ills. 
ais Re A IE EOD... ow ncn 4000 csvccvkocsevt Roselle, N. J. 
Boosey Mfg. Co., Norman....................-. Detroit, Mich. 
eS a eee Warren, Ohio 
Bradley Washfountain Co.................... Milwaukee, Wis. 
eo eee cba hse neha an 6 ae Boston, Mass. 
Ons o.oo ss bo eke endncwanee Bridgeport, Conn. 
Brunswick-Balke-Collender Co., The............+. Chicago, Ills. 


ae No. Tonawanda, N. Y. 
.. Irvington, N. Y. 


Buffalo Gas Radiator Corp..... 
Burnham Boiler Corp 


Rss as sek ws kkk eee a seh eee Minneapolis, Minn. 
en bos cee ba 6 ur de a's dba lb sek Ree Lorain, Ohio 
a ey NG ona ov ee ccwbsicnce cebu Gowanda, N. Y. 
Cs I NED on ene biwccwwsce er Detroit, Mich. 
Carty & Moore Engineering Co................. Detroit, Mich. 
| Aa A ar era Buffalo, N. Y. 
EER sv odve deve dconse cece cs oe nnee Celina, Ohio 
ee SE De rr New York City 
6 EE SN OS a i ee Pittsburgh, Pa. 
Ee Sr Syracuse, N. Y. 
OD ge a ere Chicago, Ils. 
Cotomes Garmebtens Ble. 0... «......6 cc cccecs cove Chicago, Ills. 
Chicago Pipethread Machine Co.................. Racine, Wis. 
Cleveland Brass Mfg. Co., The............... Cleveland, Ohio 
NE PENG ss von ceded os ccsecoeadnets Cleveland, Ohio 
Columbia Radiator Co.................00005 McKeesport, Pa. 
Commonwealth Brass Corp.................46- Detroit, Mich. 
Compound Injector & Specialty Co.............. Chicago, Ills. 
ae ee Latrobe, Pa. 
Continental Heater Corp......................Dunkirk, N. Y. 
Ronny en NT SOO ig chia cien sv nswdsnwsonnie Brooklyn, N. Y. 
Crampton-Farley Brass Co.................-. Kansas City, Mo. 
Ne ee ere Pittsburgh, Pa. 


of light paper and punched to fit the binder. 


If you have the binder and desire loose 
catalog sheets, write Domestic Engineering 
Co., 1900 Prairie Avenue, Chicago, on your 
letterhead, giving the names of concerns 
listed below whose lines you are interested in, 
and we shall be glad to send you the sheets 
without charge. If you are not using the 
binder and wish information regarding it, 
write to the National Trade Extension Bureau 
of Evansville, Indiana. 


foe ee Philadelphia, Pa. 
SEU RIE RONIO oi so dos ecuienssceaee Chicago, Ills. 
COPE WAIVE OAPs... 6. cnc iccsccesaseraas Medford, Mass. 
Curtis Gs Ourtia’'GCo., THe. .... 5s occccccneee Bridgeport, Conn. 
Curtis Bestiality Gos... ...ckccsccccendae Salt Lake City, Utah 
PE MDG, v0 <n nae dcensiwsais South Boston, Mass. 
SO eee Peis Co... sos cc cnc ccsccscecess Lansing, Mich. 
So er ee Providence, R. I. 
TE ee New York City 
RPE RD EIS soins wince doce savdaSunveew Decatur, IIIs. 
Se |” ee eas PRES i Boston, Mass. 
PORNOEE MAMMMNOE KOOk. oo. 5 occ ec cde tase od ox Detroit, Mich. 
a 6 a rr Detroit, Mich. 
Ronis 5 svcp.b se dbb wasn bdwnsPamend Reading, Pa. 
op ee er Birmingham, Ala. 
Dixie Metal Products Co., Inc.............. Birmingham, Ala. 
ERGne WONDER SS os cc's Sais dc ss lass bewnees Chicago, Ill. 
PROD DEN: Tabs RUB. 0 os vc cc cecdewssoetied Cleveland, Ohio 
ID 6b dub cha cercncvseasspecacd Malden, Mass. 
I Tis ivi ne see ckbsleiendehiva swadenae Chicago, Ills. 
SPE a MNS sik oud Abin vO hma so vis wee eae Berea, Ohio 
mnetorn Foundry Wo., Te. ..o..oc is cicvcccccccacie Boyertown, Pa. 
Ebinger Sanitary Mfg. oy ae Columbus, Ohio 
I I a oo Ln ie aia ws mak pin at Chicago, Ills. 
Economy Pumping Machinery Co..............-- Chicago, Ill. 
Electro Engineering Co., Inc.............Richmond Hill, N. Y. 
Nas san Fas ids aw hud hes Sbonn Gn diese Leaner Ford City, Pa. 
PE CONTIN, cisick su dues seceve¥aesecennien Elkhart, Ind. 
Enterprise Brass Works..................025 Muskegon, Mich. 
POE TID, les oe kin snows se cenewe South Boston, Mass. 
a Pr Per eee ee Pittston, Pa. 
NS EI i CS aise be Sima iin ees oo Boston, Mass. 
a i ee Buffalo, N. Y. 
BAO TEAR WORD, oo occ nce cesnrvcecseveea’ Exeter, N. H. 
PR UE TDD. 5 is0 0.00 sees ebanseradeaseae Boston, Mass. 
a or er Chicago, IIls. 
PN C56 eae ns a5 sewn de ceo nee Dickson City, Pa. 
I BN, Ta is on aiss voice cas caceve South Boston, Mass. 
eo eer eee Rochester, N. Y. 
RI I I Sic cs ca iali new Seis wei Seneca Falls, N. Y. 
Grand Haven Brass Foundry............ Grand Haven, Mich. 
Graves, W. L..........+. idivneetevaraevicue Hatfield, Mass. 
Greenfield Tap & Die Corp... .............. Greenfield, Mass 

CE MDs ov cuerscnscdagsiaukewunt Providence, R. I. 
ee oe er me pe Dayton, Ohio 
Hlammornd Brace Works... 2622. cecsecevese Hammond, Ind. 
PI IE RANIUD, orc oat ie vic bien 06 ea' aves New York City 
ol, Sr rn Oe Erie, Pa 

Healey Brass — Oy SOU coos sca oo Evansville, Ind. 
Heap & Sons, Wm.. ; -++++++..Grand Haven, Mich. 
Hercules Chemical Co, ee nee New York City 
Hetzel, J. G., Estate of bbs buss iaiais winied SOE Newark, N. J. 
Hindley Mfg. DL estan ns hous bone es .. Valley Falls, R. I. 
Pe EE MEM, Dic winglean so sic'e scenes v0catma een Erie, Pa. 
eID I IID 35 by os. 5:0 v 6a os secs sp cast Holyoke, Mass. 
Honeywell Heating Specialties Co............... Wabash, Ind. 
eee le SS Sere Cleveland, Ohio 
Hudson Brass Works, Inc..................-. Brooklyn, N. Y. 


ne ANB WLR eS Goh NBA HMRI NRE AIO SAME ey RNS A ER ETT SHAS PH IOS AR REED IE: 
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and Heating Contractors 


Pinpieeees termes MATE. COs. ooo... ke cece sccece Chicago, Ills. ROOT TEEMON WU CNMB ES 6.0.0. o.6 os Snide sa cie sib.eesecie Reading, Pa. 
Ireland & Matthews Mfg. Co...................Detroit, Mich. MIPIM 5,5) 5.a 10.16. oie 0s gl. 6ss alo «, @-ctue. tosh alace waabuats Erie, Pa. 
J. R. S. Specialties Mfg. Co., Inc............ Patchogue, N. Y. po a a Denver, Colo. 
ce AR Ce a ee Lexington, Mass. Reinhart Mfg. Co., Edwin G..............0005 Cincinnati, Ohio 
ee ee ASAE CEST ELT Tee re New York City Rhode Island Fittings Co...............0000. Providence, R. I. 
TOG RAVING GOOD ois occ ccc cswcsncceucs New York City Richmond Engineering Co.................005: Richmond, Va. 
OE, oo ea a Se ee Detroit, Mich. Richmond Foundry & Mfg. Co., Inc............ Richmond, Va. 
Re © a Boston, Mass. Retcumond Madiator: CO... oes 652. 0k 50 scene New York, City 
Jones Hollow Ware Co...............0.cceeeee Baltimore, Md. OMe hese cral sail ota ein. d e's esi aisin's b<.c/s. cediae Elyria, Ohio 
OMMININEE MOOR dole os aia Bio oisie se oo cvoce.e' eal os Cleveland, Ohio Riverside Foundry & Galvanizing Co........ Kalamazoo, Mich. 
Juvenile Wood Products, Inc................ Fort Wayne, Ind. Roberts Brass Mfg. Co., The...........0.00s00% Detroit, Mich. 
ey, Newington, Conn. Robinson Mfg. Co., The............eeseeeues Cleveland, Ohio 
Belly VOIve COs. cece tes cccstsesccceoes Grand Haven, Mich. POCHIOOG TUNED WEI ioc ccccccccccssecvenes Rockford, Ills. 
—— _ oy < — Te Pee RCT eee Baltimore, Md. Rooyen taraas BEG, Co., Ti. ci 5s cceiccccsecn Cleveland, Ohio 
ennedy Valve Mfg. Co...........--....0..-08. Elmira, N. Y. Rumsey Pump Co., Ltd... .........0.ee00: Seneca Falls, N. Y. 
ee Ra 9 Products Corp.. Game ae ‘Sees at Russell Mfg. Co., Inc., John M.............. Naugatuck, Conn. 
POI CMNE WU CINR a oac oo cs cos wcseeseas essen Erie, Pa. a os Co, We Aare eres sererecceevererers New York City 
NON Ei ais aecaniecnesvedewds Trenton, N. J. utland Fire Clay Co.......+.+++++ee+seeeens Rutland, Vt. 
a am a SN aa aS Philadelphia, Pa. RII TORR ac 0 noosa cls Sea wecnucsine es Cleveland, Ohio 
ee ees abet ees cowks Tell City, Ind. Sanitary Bath Curtain Mfg. Co., Inc.......... New York City 
Kokomo Sanitary Pottery Co.................6. Kokomo, Ind. RUMI 6.5. 6:50K5 v6 boise cewseniew Keseines Boston, Mass 
Kortick Manufacturing Co................ San Francisco, Cal. Nias 'o.4. bolas Pd awe eideoee cae care New York City 
Koven & Bro., L. O.....-.-- 2-20 eeeeeeees Jersey City, N. J. Gentle Ge Gone Oo. Wee: Bi... . ccc sscccccesens Oakmont, Pa. 
Kretschmer Mfg. Co........ 2... 0 0s0s-eeeeees Dubuque, Iowa i IIR. vinncccennssavesecas Detroit, Mich. 
Kupferle Foundry Co., John C................. St. Louis, Mo. Sherwood B Work D. it. Mi 
Lambertville Pottery Co................... Lambertville, N. J. arb ep a th al a Sam, Sete. 
RONG Oia o.o.c nes nse csascccacess .. Chicago, Ills. Simplex Mfg. Co..........---+ +++ see eres eeeeees Chicago, Ills. 
ee Serre rer ere rre Cincinnati, Ohio Sloan Valve Company .....++.-++++++esereeesaes Chicago, Ill. 
NT os aes vay es vavccntes dass Cleveland, Ohio Smith, Inc., H. Romeyn............0.+seee0es New York City 
ee Ee OTTER EERE Orange, Mass. Standard Stone Co...........6:seeseeeeeeees Brooklyn, N. Y. 
os <5 gis vin 5 AW. d 616 6200 0:5 Ap aera Boston, Mass. Standard Tank @ Seat Co... ccccccvcccscce Camden, N. J. 
meg ace Se th gia tal sia hayes sei Sica cone Mae mg hy oo Terre eer eee ee Boston, Mass. 
EINE SIN 55 ows: 6 ia 010744 dine 4.6.80 6 arom uffalo, N. Y. . a eae 
Lissberger & Son, Inc., Marks......... Long Island City, N. Y. a — oa Ey ep ‘— on * 
Oe ee Oe ba ere Trenton, N. J. Sterling F coarse atadabamabtiale N Si oe ree 
Malleable Iron Fittings Co..........6....06. Branford, Conn. terling Faucet Co..............++++++- ewcomerstown, Ohio 
McCoy Mfg. Co., Inc Garwood, N. J I Se ee ee Chicago, Ills. 
SUMED 5 6 stewed 45.00 640s aus a de 
McGurrin Supply Co............ ica Grand Rapids, Mich. Structural Slate Co.........6+sseeeeeeeeeeens Pen Argyl, Pa. 
McRae & Roberts Co., The...........0..0s000% Detroit, Mich. RO hs Toa cc cceccccecsees tGeecees Chicago, Ills. 
Maddock’s Sons Co., Thomas.................- Trenton, N. J. Swett Iron Works, A. L.... 0... scececcccccces Medina, N. Y. 
Manning, Maxwell & Moore, Inc............. New York City Taylor Co., Halsey W., The. .........00seeeeees Warren, Ohio 
Mfg. oy ag wmeng & nang RRS 3 Framingham, Mass. "OC MEMIMTNCCUTENE COs. sc cc ccccccciccvesecsies Chicago, Ills. 
SS ee Owensboro, Ky. I gia cd ad isa sele cespoue we Philadelphia, Pa. 
Marvel Machine & ee Se ore e rs Cleveland, Ohio TIN oo co 552k 13.0 p84 nied oie 0 ecesd' eee kAete ol Newark, N. J. 
Meneley-Diederich Co., Inc.........--++++0+- Los Angeles, Cal. Thermal Appliance Co., Inc...............+++: New York City 
ie sec iewaetisenas vee’ Bay City, Mich. Tillery’s Little Janitor No na Sige Newark, N. J. 
ee eS, ST TT Milford, Mass. Toledo Pipe Threading Machine Co.............. Toledo, Ohio 
Milwaukee Valve Co............. 000 eceeees Milwaukee, Wis. Trageser Steam Copper Works, John........... New York City 
Minneapolis Heat Regulator Co........... Minneapolis, Minn. ee eer eee Trenton, N. J. 
Misener & Irving Mfg. Co., Inc............... Syracuse, N. Y. Trenton Brass & Machine Co................... Trenton, N. J 
ENS. oct secs eceecvercnsescee Harrisburg, Pa. ae SINR, SIE oc pvcccecessresercsceee Westfield, Mass. 
NID SIDS os oo. 5 Seo oo 4a ars 0's %sre wcwin Ca See Racine, Wis. Universal Smokeless Boiler Co................. Ravenna, Ohio 
IG 6 5 ol svaao'os4)0 ba. 8 0908 ove le Slevorere New York City oe err Fort Wayne, Ind. 
IME ACO. 55 49,0 09,01) 0:04 4.9.20 6's apne Chicago, IIs. ES EE SE = Ee a Willimantic, Conn. 
Muller & Son, Edward.............00ee00: North Bergen, N. J. Vincd CO., Ins... 1. seccecceccersscevons seven New York City 
Nash Engineering Co..............00000008 So. Norwalk, Conn. Vogel Co., Joseph A. i... cece rece eee ee rene Wilmington, Del. 
SEN Sob cso sind swe ve esedeveneevers New York City Wade Iron Sanitary Mfg. Co..........0eseeeeees Chicago, Ills. 
National Steel Tank & Mfg. Co................. Bradford, Ills. Walker Dishwasher Corp.............00ses000 Syracuse, N. Y. 
6. 5.5 5-4 Sg tre 9.0\ 4m ose ele demas New York City NE vic a cet os 6ctsceeeonkeuee Boston, Mass. 
| Ea ere err ere tee Irwin, Pa. Wee Compr Op Pepgle Cow... 6. cc ccctcccccecs Ware, Mass. 
Niagara Radiator & Boiler Co........ North Tonawanda, N. Y. Warnock Manufacturing Co..............+.- Worcester, Mass. 
Northwestern Chemical Co., The............... Marietta, Ohio Warren: Tool G Pores Co... 2... ccc cc ccccccccvees Warren, Ohio 
Nustone Products Corp... .6.cccocdcosoes Union City, N. J. Washington Metal Products Co........ Washington C. H., Ohio 
Nye Tool & Machine Works..............s00005 Chicago, Ills. Wesely Co., Chas... ....:esereerrereececrcecens Chicago, Ills. 
Soe ob ou oka se sdesassacvbuen Mansfield, O. Wessels & Sons, D. D...........sccccceccvecees Detroit, Mich. 
OS nee Columbus, Ohio Western Wire Products Co............00eeeeees St. Louis, Mo. 
SRE dirs ein). 04 4.0 6.4.44:60 LAN 0a Kev heeded s.aus Chicago, Ills. Wheeling Machine Products Co.............. Wheeling, W. Va. 
IN i aig saia-a 0.49 sen wes o's showers Newark, N. J. White Flushing Valve Mfg. Co.................. Denver, Colo. 
Penn Mngineering Co., The. .........sccccose Philadelphia, Pa. White Steel Sanitary Furniture Co....... Grand Rapids, Mich. 
MUR HOOT SOG, 5a 55 o chien Sec cceerewes dt Cleveland, Ohio oS ee re Hartford, Conn. 
Pre ee) SC er Irvington, N. J. CR NG I 646 01s. 44 0 Hodeiinns oes aN oe ag” a 
ittsburgh Engineering Co.......-.-+-++++++5 Jeannette, Pa. Da a eer eer inneapolis, Minn. 
Plummer-Huff Company.........-..000000008 Napoleon, Ohio Williams & Co., Jo Hise ssc eeeerrecrnereeeesees hoes N. Ad 
iss ci vustsendessreseees Los Angeles, Cal. Wood Mfg. Co., John... 6... cc eeceeenee Conshohocken, Pa. 
ORB, on viva veeedacievacesvesee Boston, Mass. Woodward-Wanger So deciae + indeGltaenen Philadelphia, Pa. 
ID NON 6 u's 0 no 01g 6 4.0/8 00 408-0 ptih Chicago, Ills. Worcester Brush & Scraper Co.............5- Worcester, Mass. 
Providence Fittings Co., The..............+.0+. Boston, Mass. eS EA rrr rrr re New York City 
Randolph-Clowes Co., The..............+.. Waterbury, Conn. WEAR UOUMEIS COL. ct coc ete Te catdet es Chicago, Ills. 
Meadville, Pa. 


I SO, BUN, TID. 6c os 00 0's 0's be weeds New York City OR Rs oc cccccescesccererecesseveveeee 
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Pottery 

Orders for pottery are reaching manufacturers in a 
volume that has not perceptibly changed for some time. 
Large projects nearing completion in New York seem to 
be absorbing an amount that makes for good tonnage and 
there still is considerable business to be obtained. Potters 
are going after the latter vigorously as plumbing con- 
tractors seem to be holding off placing their orders. As a 
rule, wholesalers are not stocking this commodity to any 
extent, but holdings at plants warrant deliveries that are 
satisfactory. No announced change has been made in 
prices. 

Plumbers’ Brass Goods 

Replacement of stock is responsible for the major part 

of the transactions consummated between manufacturers 


and wholesalers. Some future requirement business is 
given by buyers but does not appear in the foreground; 
instead, at this time, specifications on earlier placements 
seem to account for a large portion of the movement of 
both cast and tubular goods from factories. The price sit- 
uation seems to have been given greater steadiness. This 
is more true of tubular goods than of cast products. 
Plants are in position to make satisfactory deliveries. 
Range Boilers 

Plumbing contractors are requiring more range boilers 
now than they have for some time. This, due to the state 
of wholesalers’ stocks, is reflected to manufacturers who 
are capable of forwarding boilers as they are wanted. The 
situation as a whole seems to have taken on a slightly 
brighter aspect, if this may be said in view of the existing 
low prices, which remain as they have been for some 
weeks. 

Boilers and Radiators 

The needs of heating contractors are expanding as more 
and more buildings are nearing the point in construction 
for heating equipment. Averaging the reports of manu- 
facturers of boilers and radiators, the tonnage shipped 
into the area supplied by the New York market may be 
Prices continue unchanged. Makers are 
shipping as wanted. Prices on radiator valves, which ad- 
vanced approximately 7% per cent recently, are, it is re- 
ported, holding quite firm. 


PHILADELPHIA 


While there has been no outstanding development dur- 
ing the past week which would materially change the com- 
plexion of the market in the Philadelphia district, it ap- 
pears that a consensus of business reports would tend 
toward a more optimistic tone. This optimism, while not 
reflected in reports of an actual increase in current busi- 
ness, is shown by frequent predictions of better demand in 
the comparatively near future. This is particularly em- 
phasized in the central southern section of the territory, 
i,e., Virginia and the Carolinas, where business is said to 
have improved materially. The far South is still slow, 
and the Washington-Baltimore section has not changed to 
any great extent. The coal regions report fair business 
and Philadelphia proper seems ready for an upturn in de- 
mand in the near future. 


Spottiness is still one of the characteristics of the mar- 
ket, however, with no single section enjoying a continuous 
stretch of good demand, and no single distributor or manu- 
facturer being able to report that one day’s business is 
much like its predecessor. Prices have not changed since 
last week’s report, but, if anything, have become a trifle 
firmer, this applying principally to manufacturers’ quo- 
tations. 

Credits have not improved to any extent, with slowness 


classed as good. 
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in pay reported by many wholesalers. Deliveries of most 


of the products covered by this report can be made without 
undue delay. 
Soil Pipe 
There is not a great deal of change in the soil pipe situ- 
ation since last week. Current business received by the 
foundries has not received much of an impetus during the 
period, and shipments of pipe into the territory aggregate 
only a fair volume, It is also reported that some of the 
smaller jobbers have started buying soil pipe on a less 
than carload basis, having it trucked to their establish- 
ments from nearby foundries. Prices have not changed. 
Quick deliveries can be made on most sizes. 
Steel Pipe 
Sales of steel pipe are just about holding their own 
from one week to another, the aggregate in most instances 
falling below the same periods in 1926. Makers, however, 
are confident that wholesalers will soon be in the market 
for larger amounts, as there is considerable building of 
residences projected, and the average jobber has only a 
small stock of pipe on hand. Prices generally are show- 
ing no change from customary quotations. Early ship- 
ments are possible. 
Wrought Iron Pipe 
The usual early-month slackness in demand is in evi- 
dence, with most wholesalers content to depend upon the 
mills for quick shipment should they receive an order for 
more pipe than their light stocks can care for. The sec- 
tion near Baltimore still continues to account for more 
than its usual share of the pipe shipped into this market, 
due probably to a larger percentage of the bigger type of 
buildings being erected. Prices have not been changed. 
Enameled Ware 
September so far has not produced either the number or 
the sized orders expected by some manufacturers, although 
one exception is noted, this interest reporting a demand 
that compares very favorably with that experienced during 
August. Wholesalers have not stocked heavily, either on 
staples or better grade ware, and any considerable demand 
from master plumbers brings them into the market 
quickly. There is still a noticeable amount of pick up 
business being done. Prices have not changed. Early 
shipments can be made. 
Pottery 
“August was better than July,” the representative of 
one large concern states, our informant finding the quality 
of demand little changed so far in September. One pot- 
ter’s representative, who has just returned from a southern 
trip, says that business is slow south of South Carolina, 
but that there is a revival of interest throughout the Caro- 
linas and in Virginia. Two of the larger potteries are 
working full time, it is reported, but one of them is piling 
up stocks by this method. Prices have not changed. 
Plumbers’ Brass Goods 
One of the leading tubular brass makers reports good 
business, stating that the recent price increases made by 
several makers has had a tendency to help the demand. 
Another large maker finds that there is a fair volume of 
business being placed, but that demand still shows spot- 
tiness. A third manufacturer finds it comparatively easy 
to sell non-competitive goods, but asserts that he runs into 
keen competition on the cheaper articles. It is reported 
that those makers who have not issued new sheets are 
quoting firmer prices, despite no official change in figures. 
Deliveries can be made in good time. 
Range Boilers 
One prominent manufacturer states that he can see some 
evidence that many jobbers feel that this is a good time 
to buy range boilers, and that prices have reached the 
lowest figure that can be expected. This assertion is borne 
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out, he says, by the fact that many wholesalers are buying 
in carloads instead of a few boilers at a time, the policy 
which has lately been prevalent. There were no further 
price changes during the week, and not all manufacturers 
have met the lowest prices being quoted. Deliveries can 
be made without delay. 
Boilers and Radiators 

Demand is holding up to last year’s figures on most 
types of boilers, it is apparent. Producers say that de- 
mand so far this month has been every bit as good as it 
was in August. There have been no changes in sheet 
prices. There are no delays in shipments. 


NEW ENGLAND 


Conditions surrounding the plumbing and heating in- 
dustry in New England have undergone little change since 
last week’s report. The majority of those commenting on 
activities during the past seven-day period have enjoyed a 
continuing steady influx of orders, with no radical in- 
creases nor decreases in the demand for any particular 
commodity. Wrought iron pipe shipments have fallen 


slightly short of expectations, while enameled ware and 
heating equipment makers and distributors sense a quick- 
ening in the amount of business accorded them. 

As is usual during this period of the year, wholesalers’ 
inventories are fairly well rounded out, but their continued 
adherence to buying-as-needs-are-created methods elimi- 
nates any possibilities of over-extension. Due to quicker 
disposal of their stocks, jobbers are ordering some com- 
modities in larger quantities and more frequently. Pro- 
duction continues at a rate which enables makers to accu- 
mulate good reserve stocks and from which immediate de- 
liveries are granted when such is the request. Both manu- 
facturers’ and wholesalers’ prices on the major commodi- 


ties were unchanged throughout the week, although sev- 
eral instances of shading were encountered. 
Soil Pipe 

Although it is customary at this season of the year that 
shipments of soil pipe show signs of slackening, there is, 
nevertheless, a fair degree of activity reported by makers 
and wholesalers. In some jobbing quarters interest is up- 
held, through continuing good disposals to plumbing con- 
tractors, to an extent that satisfactory tonnages are en- 
joyed by several foundries. An average of sales, how- 
ever, would show that distribution is declining from one 
week to the next. Makers are prepared to grant deliveries 
at practically whatever dates wholesalers might specify. 
Prices are firm and unchanged. 

Steel Pipe 

Shipments continue to go forward from mills in a man- 
ner which indicates that the rate of consumption has been 
fairly well stabilized over the past two or three weeks. 
Moving well along into what is generally anticipated as an 
active heating season, contractors are ordering in better 
quantities, which has resulted in somewhat stimulated 
movements from sources to distributors. The latters’ 
holdings, while not overextended, are of good variation 
and ample for present demand. Mill deliveries are not 
delayed. Prices remain firm and have not changed. 

Wrought Iron Pipe 

One mill representative reports that business during the 
past fortnight has fallen off considerably as compared 
with the month of August, when sales of the average mill 
were quite satisfactory, and which showed evidences of 
the continuance of good demand during the balance of the 
year, Decline in activities is also experienced in other 
quarters. Wholesalers are not buying heavily, but are in- 
terested only in keeping their stocks at margins of safety 
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and sufficiently well assorted as to cause no interruptions 
in their shipping schedules. Makers’ accruals at their 
mills and in their local warehouses are insurances of im- 
mediate delivery service. Prices are firm and unchanged. 
Enameled Ware 

Seasonally good shipments are recorded by most manu- 
facturers, as wholesalers are experiencing quicker turn- 
overs of their stocks, and, even though large accumula- 
tions at distributing points are not general, commitments 
reaching makers’ hands are more sizeable than they have 
been so far this year. However, jobbers show little tend- 
ency to anticipate their future needs, measuring their 
orders in accordance with their customers’ near-at-hand 
requirements. Makers are affording deliveries without 
delay and are satisfying any emergencies from their well 
equipped local warehouses, which phase of their business 
is exceptionally brisk. No change in prices has been an- 
nounced. 

Pottery 

A number of large developments which have now 
reached the stage where finishing material of special se- 
lection, and therefore specified some weeks previous, is 
required, have accounted for increases in the volumes of 
some potters. Staple ware is moving into consumption at 
a steady pace, although neither makers nor wholesalers 
display any particular enthusiasm over the rate of dis- 
posal. Stocks at sources are ample and quick shipments 
are the rule. Jobbers have evenly balanced supplies, but 
are not committing themselves to any extent beyond their 
early requirements. Prices are generally firm and have 
not been changed. 

Plumbers’ Brass Goods 

Brass goods salesmen experience no phenomenal in- 
creases in their sales from week to week, yet the con- 
sistent demand, even though apportioned in small lot ship- 
ments, affords totals which are nearly commensurate with 
those accrued for the like period of previous years. Whole- 
salers are amply equipped to care for whatever demand 
might exist within the next thirty days, some having as- 
sumed the “‘let it go at that’’ attitude and others, who are 
in the minority, having specified to makers their next two 
to three months’ requirements. Prices are unchanged 
and the market as a whole is firm, shading of prices being 
evident in scattered cases. Good deliveries from factories 
are being effected. 

Range Boilers 

Wholesalers are not largely increasing their stocks of 
range boilers, even though demand from their trade has 
stepped up a bit, but are relying on quick shipments from 
factories and well maintained reserves at local warehouses 
of makers. Production, though diminished during the 
past month, has been slightly bolstered, and reserve sup- 
plies have been set up to afford whatever requests for rush 
shipments might come from distributors. While inconse- 
quential cutting in makers’ prices continues, there is no 
general departure from the levels which were arrived at 
several weeks ago. Wholesalers recently effected slight 
advances in their out-of-stock prices. 

Boilers and Radiators 

No conspicuous developments in the boiler and radiator 
markets were noted during the past week in this section. 
Some makers report quickened shipments; others that 
demand is just seasonally good, while several rather 
stressed upon the inconsistency of prices which are being 
quoted. Sources have adequate stocks and are effecting 
quick deliveries. Prices have not changed. 





Syracuse, N. Y.—-The J. D. Taylor Construction Co. has 
the general contract for the building of the new $100,000 
concrete and steel factory for Hall and McChesney, Inc. 
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PACIFIC COAST 


The past week showed general business conditions on 
the Coast to continue at about the same level as they have 
in the past few months. Taking everything into considera- 
tion, the amount of merchandise moving from jobbers’ 
stocks is of fairly good volume, although not up tothe same 
proportions as at this time last year. Jobbers’ stocks 
generally, while not large, are well assorted and practically 
all the trade’s requirements can be taken care of without 
difficulty, as prompt replacement can be secured by job- 
bers from manufacturers on most all requirements. Price 
conditions remain about the same, being firm in some job- 
bing centers and soft in others. 

Soil Pipe 

Current demand for soil pipe continues to be mostly in 
small lots for immediate requirements. Jobbers have 
good stocks and also considerable tonnage enroute, as the 
steamship companies operating from Gulf Ports through 
the Panama Canal have announced an advance in freight 
rates of $3.00 a ton on this commodity, to become effective 
October 1. 

Steel Pipe 
shows very little change in demand 
from week. Most of the trade’s purchasing is 
for actual requirements only. While the total tonnage 
used on the Coast at present may be termed about normal, 
it is divided among various distributors, most of whom 
carry ample stocks, and little difficulty is experienced in 
delivery on any irrespective of 


This 
week to 


commodity 


obtaining requirements, 
size. 
Enameled Ware 

Very little change was noted during the week in the de- 
mand for enameled ware. From contracts already closed 
and new work contemplated, the amount of ware to be 
used on the Coast, while not as great as 1926, would, how- 
ever, exceed 1925. Prices remain unchanged. 

Pottery 

The demand for pottery is maintaining a fairly satis- 
factory volume. Distributors generally have sufficient 
stocks to take care of their trade’s requirements without 
difficulty. Prompt deliveries can also be obtained from 
manufacturers. Prices to the trade, while varying in the 
different jobbing centers, remain unchanged. 

Plumbers’ Brass Goods 

A fairly substantial demand prevails for this commodity, 
which most distributors can fill from stocks on hand with- 
out difficulty. Conditions surrounding the manufacture 
and distribution the Coast not 
changed, this commodity continuing to be manufactured in 
greater quantity on the Coast than the Coast itself can 
absorb. Prices to the trade continue at a low level and 
remain unchanged. 


of brass goods on have 


Range Boilers 
There is very little change in the demand for range 
boilers from week to week. Jobbers, generally, are carry- 
ing a fair stock of range boilers and all the trade’s present 
requirements can be filled without delay. 


Santa Monica, Calif.—Working plans are being com- 
pleted by Koerner & Gage, 468 North Camden drive, Bev- 
erly Hills, for a $200,000 residence to be erected at 1051 
San Vicente boulevard. It will be a two-story, 26-room, 
stone dwelling and will contain 7 bath rooms. 

Caliente, Nev.—Working plans have been completed 
covering a $100,000, two-story clubhouse and hotel build- 
ing to be erected here for the Union Pacific Railroad Co. 
Gilbert Stanley Underwood, 730 South Los Angeles street, 
Los Angeles, Calif., is the architect. 
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The Stock Market 


Quotations furnished by Frazier, Jelke & Co., Chicago 
Par 1927 


Value High Low 





Quotations of September 12, 1927. Bid = Asked 
134% 135 

134% 13434 
4644 4634 





American Radiator Co., com................. 
American Radiator Co., pfd 
Anaconda Copper Mining Co 


25 137% 
100 137% 
50 4814 
NP 38% 
NP 94 
100 115 
100 120 
100 106 
50 «48 
50 38% 
25 652 
100 121 
100 +95 
20 «30 
NP 43% 


110% 
131% 


Brunswick-Balke-Collender Co...... 33 33% 
A. M. Byers Co., com............ 
oe lk | A&F 111 


8034 814 
111% 
Century Electric Co., com | 
Century Electric Co., pfd..................-- 103 
Chicago Nipple Mfg. Co.,“A”............. 101% 
Chicago Nipple Mfg. Co.,“*B”’. . 
Crane Company, com...... 
Crane Company, pfd........... 
Detroit Brass & Malleable Works.... 
Eagle-Picher Lead Co 
Fairbanks, Morse & Co., com.,.............. 
100 118 Fairbanks, Morse & Co., pfd................ 
NP 120 Johns-Manville Corp 
100 Jones & Laughlin, com.......... 
100 34 Jones & Laughlin, pfd......... 

10 Michigan Copper & Brass Co..... 
100 54 95 National Lead Co., com 
100 National Lead Co., pfd 
100 Ohio Brass Co., pfd 
NP Ohio Brass Co., “B” 

25 ; ... Pierce, B. & P. Mfg. Corp., com te 
100 g Pierce, B. & P. Mfg. Corp., pfd.............. 
NP 35% % Richmond Radiator Co., com 
NP 56 Richmond Radiator Co., pfd 

3 Scovill Mfg. Co... 
2 «(96 Standard Sen. Mfg. Co., com 
Standard San. Mfg. Co., pfd............05065 
Trenton Potteries Co., com 
Trenton Potteries Co., pfd 
190% U.S. Cast Iron P. & F. Co., com............ 
111% U.S. Cast Iron P. & F. Co., pfd 
38 U. 8. Radiator Corp., com 
9534 U.S. Radiator Corp., pfd 
37% U.S. Rubber Co., com 
CE TU. Baber Ons BOA... sc cicccscxciceves A 
111% U.S. Steel Corp., com 1554 
129 . 8. Steel Corp., pfd.... 135% 
174% 1834 
17 7 Williams Oil-O-Matic Htg. Corp y 
7 PG FRM ine casdiccapavivccvseseans . 2% 3% 
9114 6044 Youngstown Sheet & Tube Co 90 
*Where listed— 
A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 


The Metal Market 


Average Average 
1926 


974% 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 





Average 
Sept.16 Aug.,1927 June,1927 
PIG IRON— 

No. 2 foundry, 
Furnace 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 

burgh, per 
Blue annealed _ sheets, 
No. 10, Pittsburgh, per 
lb 2.25¢ 
Black sheets, 
Pittsburgh, per Ib.... 
Straits tin 
COPPER— 
Prime Lake, f. o. 
finery 
Electro, 
LEAD— 
Chicago 


Chicago, 


$19.50 $19.50 $20.00 $21.65 


1.80¢ 1.80c¢ 1.80¢ 1,89¢ 


2.25¢c 
3.00c 3.00c 
63%4ce 


delivered 


The Old Metal Market 

Dealers’ Buying Prices 
Per lb. 

Aluminum clippings....19 ¢ 

Block tin 

Brass, light 

yellow 

Brass, red ... 


Copper, light 

Copper, uncrucibled 
wire 

Faucets and valves 

Lead, heavy 

Solder joints 


Brass, 


Copper, crucible 


NOTE: Prices are those quoted on Tuesday of this 








1927 
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BETTER PIPE 


better business! 


NACONDA BRASS PIPE is nationally 
advertised and guaranteed for 
your protection. If you specialize on 
Anaconda Pipe it will increase your 
prestige as a quality plumber and build 
better business. 


To help you sell Anaconda Brass Pipe, 
we will supply imprinted folders and 
blotters for distribution to your cus- 
tomers and an attractive life size cut- 
out to display in your window. 


THE AMERICAN BRASS COMPANY 


GENERAL OFFICES: WATERBURY, CONNECTICUT 
Offices and Agencies in Principal Cities 
Canadian Mill: ANACONDA AMERICAN BRASS LTD., 


lew Toronto, Ont. 





It pays to use the best 





ANACOND 
BRASS PIPE 


.-* wate 5 
Oe ee Ce ee 
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WALKER Electric Dishwasher Super-Sinks 
Mean Greater Profits and Delighted Customers 











Cut-away view shows how Model 112-R— Other 
the WALKER secures its models and sizes avail- 
simple, direct water action able in Rights and 
without intricate, unsani- Lefts. Complete speci- 
tary mechanism Self fication dataonrequest 


Driven by 4 H.P.Gen- 
eral Electric Motor 


cleansing, complete in its 
operation. 





housands of WALKER E'ectric Dishwasher Super-Sinks have 
now been sold by progressive plumbers everywhere and a new 
avenue opened to greater profits and delighted, enthusiastic customers. 
WALKER was the first successful dishwasher 
sound improvement have reached 


the pioneer— 
and seven years of conservative, 
a culmination in the new models now being introduced with a com- 
bination of an even more successful mechanical unit and the’ new 


type low-back, deeper ik 


To those wide-awake plumbers who have been first to grasp the 
tremendous significance of this new opportunity in the plumbing 
industry, we are offering the services of a field force of trained sales- 
men, together with demonstration rooms maintained for the con- 
venience of you and your customers, Let us send you new specifica 
tion sheets and a suggestion as to how some plumbers are already 


= using the WALKER to secure the complete plumbing contract! 


WALKER DISHWASHER CORP., Dept. 1400, 246 Walton St., 


= Syracuse, N. Y. 








What We Offer the 
Plumber 


1 A new volume of profit on annual 
sink sales. Old houses—as well as new 
—are equipping with WALKERS. 


2 A product tested and approved by 
Good Housekeeping Institute, Mod- 
ern Priscilla Testing Home, the 
Delineator Home Testing Institute, 
dozens of leading domestic science 
experts and thousands of house- 
wives. 

34 fixed policy of merchandising 
WALKER Dishwasher - Sinks 
through the legitimate plumbing 
trade. 


4 An opportunity to win friends 
through selling the greatest of all 
household labor-saving devices—the 
WALKER Electric Dishwasher 
Super-Sink. 


5 A chain of service and display rooms 
to render you prompt and profitable 
co-operation of a practical nature. G 


G 








WALKER DISHWASHER CORP., 
Dept. 1400, 246 Walton St., Syracuse, N. Y. 


Gentlemen: 


Without obligation, send me details of your 
easy selling plan, free literature, specification sheet 
and price list. 


My Jobber 
My Name 
Address 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








SEVERAL NEW SALES REPRESENTATIVES 
APPOINTED 
The Rome Brass Radiator Corp., 1 East Forty-second 
street, New York City, has appointed a new sales repre- 
sentative for the Philadelphia district, and offices were 
opened on September 6. Charles Paine will sell the com- 
pany’s products, which include a line of light weight brass 
radiation, in that territory, with offices at 1322 Widener 
building, Philadelphia. The company has also recently 
secured representation in the Los Angeles, San Francisco, 
Kansas City, Mo., Detroit, Denver, Charlotte, N. C., and 
Baltimore-Washington territories. 





BUYS OUT CANADIAN WHOLESALER 

Metals, Limited, of Edmonton and Calgary, Canada, has 
purchased as a going concern the business of the Robert- 
son-Godson Co., Limited, wholesalers of plumbing supplies 
at Vancouver, B. C., Can. It is announced that W. G. 
Breeze will continue as manager with J. Bradshaw as as- 
sistant manager, and that there will be little change in the 
personnel of the concern. 





GLORE SALESMEN TO BE EXCLUSIVE 
REPRESENTATIVES 
Evins F. Glore & Son, Inc., 1510 Grand Central Ter- 
minal, New York City, annourice that seven of their sales- 
men will hereafter be exclusive representatives for the 
line of air and vacuum valves manufactured by W. A. 
Russell & Co., New York City. The salesmen, with their 
territories, are as follows: Parke H. Holton and A. 
Schulberg, Brooklyn; A. H. Dyett, Manhattan; C. H. 





Tomlinson, Bronx County; Lilburn H. Steel, Westchester 
County; Samuel Barnes, New Jersey; J. Warren Kings- 
bury, Connecticut. Evins F. Glore & Son, Inc., will also 
carry a complete stock of these valves for the convenience 
of their customers. 





OFFICIALS OF NEW NATIONAL RADIATOR CORPORA- 
TION MEET TO DISCUSS PLANS 

For the first time since announcement of their merger 
under the name of the National Radiator Corporation, 
heads of six radiator and boiler companies of the East 
recently gathered in Johnstown, Pa., to discuss policies 
and plans for the newly-formed combine which has been 
capitalized at more than $25,000,000. 

The entire day and evening were devoted to discussion 
of the company’s program. All those present expressed 
their satisfaction at the merger and their confidence that 
the new corporation will attain a degree of success even 
greater than the constituent companies had won. 

The accompanying photograph shows the heads of the 
companies which merged to form the new corporation. 
They are, front row: E. C. Andrews, president of the 
Niagara Radiator and Boiler Co., North Tonawanda, N. Y., 
now chairman of the advisory committee of the new cor- 
poration; Senator Herman E. Baumer, treasurer and 
general manager of the Union Radiator Co., Johnstown; 
John H. Waters, president of the National Radiator Co., 
Johnstown, now chairman of the board of directors of the 
National Radiator Corp.; John W. Watson, president of 
the Continental Heater Corp., Dunkirk, N. Y.; E. H. 
Gurney, president of the Gurney Heater Mfg. Co., Boston, 





Photograph of the heads of the six companies which merged to form the National Radiator Corp. 
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Mass Rear row: Robert S. Waters, secretary of the Na- 
tional Radiator Co., Johnstown; E. C. Reed, vice president 
of the Continental Heater Corp.; James K. Norris, vice 
president of the Utica Heater Co., Utica, N. Y.; Samuel 
B. Waters, vice president and treasurer of the National 
Radiator Co.; Charles L. Crouse, vice president and gen- 
eral manager of plant sales, National Radiator Co.; W. W. 
Wetmore, vice president and treasurer, Niagara Radiator 
and Boiler Co.; Carl E. Resley, vice president and comp- 
troller, National Radiator Co.; R. E. Warden, vice presi- 
dent in charge of sales, National Radiator Co. Edward 
Norris, Utica, N. Y., president of the new corporation, was 
unable to be present owing to illness. He has been presi- 
dent of the Utica Heater Co., since 1911. 


INSTITUTES DISTRIBUTING PLAN 





The Los Angeles, Calif., branch of the M. Stulsaft Co., 
wholesalers, at 932 Wilson avenue, is inaugurating a novel 
system of branch establishments whereby Manager J. D. 
Feldmann expects to facilitate the merchandising of goods, 
and also to reduce materially the overhead. 

For a number of years this concern has operated a 
branch establishment at 1037 North Orange Drive, Holly- 
Since August 15 four other branches have been 
established at the following points: 713-15 Pico boulevard, 
Santa Monica; 7522 South Vermont avenue, Los Angeles; 


4138 Whittier boulevard, Los Angeles; 2118-20 Berkeley 
avenue, Glendale. 


wood. 


These five branches occupy strategic points in the per- 
iphery of a circle with a radius of from 10 to 15 miles, 
with the main office and warehouse at the center. 

Mr. Feldmann says the institution of the five branches of 
the concern is designed, by reason of their geographical 
distribution, to correct the handicap of delivery. He calls 
these branches ‘‘pick up” branches and explains this by 
saying that the master plumber within the territory trib- 
utary to any one of these branches will call at the particu- 
lar branch, pick up his goods in his own truck and take 
them either back to his own store or direct to the job. 
Thus the problem of delivery, save for the maintenance of 
the branch stock by drawing upon the reserves at the 
main store of the concern, will be practically eliminated. 

Two men will man each of the branches. One will be 
the regular salesman assigned to cover that particular 
territory. 





HONEYWELL HOLDS ANNUAL PICNIC 


The Honeywell Heating Specialties Co., Wabash, Ind., 
held its second annual picnic Saturday, August 20, at 
Myrtle Glen Park, Silver Lake, Ind. In the morning, four 


f 


Photograph taken at the annual outing of the Honeywell Heating Specialties Co. 





baseball teams, representing each of the four plants of the 
company, played two games of baseball. In the afternoon, 
field events were held, after the crowd, which numbered 
875, had disposed of a large dinner. A dance orchestra 
played throughout the day. 





CLEVELAND SALESMEN HOLD GOLF MEET 


The Cleveland Chapter of Plumbing and Heating Sales- 
men held a golf tournament Monday, August 29, at the 
Sleepy Hollow Country Club near that city. About forty 
members were present, and, instead of using club handi- 
caps, the players played against a blind par. 


The scores are as follows: 


Gro. Hdp. Net Gro. Hdp. Net 


H. Whyte ..1382 30 102 J. Walton ......105 20 &5 
R. C. Collings...112 25 87 3. EB. Lamping..138 75 63 
eee 97 18 79 H. P. Welker...102 25 77 
Floyd Wager...115 25 90 i I: gs ei ee0 00 107 25 82 
Carl Melcher....114 25 89 V. H. Eggert....110 50 60 
Allan Wright...146 79 67 H. J. Koester...131 48 83 
L. R. Oatey..... 120 27 93 F, S. Macourek,122 40 82 
Walter Blauman.136 58 78 L. W. Webb....101 23 738 
G. Williamson...142 80 62 H. C. Webb..... 129 30 99 
EK. Ensign 123 65 58 R. A. Smith.....124 50 74 
Chas. Quay..... 147 56 91 Charles Smith..144 40 104 
F. P. Murphy... 96 24 72 J. Murphy ....- 128 35 93 
A. Burgess ..... 107 28 79 Wm. Greene ....117 29 88 
V. P. McCarthy..119 38 81 J. MMtthowses ...2 «. na 120 
R. C. Vaughn... 96 20 76 E. Halderman... ..  .. 120 
Ai Porter....... a 6 V7 


OAKLAND SALESMEN MEET FOLLOWING SUMMER 
RECESS 

Featured by an unusually large attendance and plenty 
of good-fellowship and enthusiasm, the Oakland chapter 
of Plumbing and Heating Salesmen gathered in the spa- 
cious banquet hall adjoining the ballroom in the new 
Leamington Hotel, Thursday noon, September 1. This 
was the first meeting held since the summer recess period 
just past. 

President Frank Worthinger presided. Following the 
reports of Secretary T. N. Reynolds and Treasurer John 
Meyers, and reports from various committee heads, the 
chair appointed Thomas Moran and James Bowes to con- 
stitute a membership and attendance committee. This 
committee will not only see that the splendid attendance 
featuring past meetings is maintained, but will strive for 
an even better turnout, in addition to securing every new 
member possible. 

This meeting being more or less of a post-vacation 


affair, considerable time was devoted to plans for the 
coming winter, with regard to the association’s social as 
well as its official activities. 
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Every upward 
step your business 
takes should be 








advertised 
—and advertising Wiktidinees servic 
will make possible “a to the 
those upward Steps. — advertise it! 





; If you have a nice 
e string of satis- 
i- fied customers 
— advertise itl 





When you take 
: on a new line of 


specialties 

— advertise it! Domestic ENGINEERING’S 
; Advertising Editorial Serv- 
ice makes advertising easy 
for you —all you do is clip 
the copy from your copy of 
When you add the paper and hand it, with 


, the cut we send you, to your 
another delivery newspaper. Only $4.20 for 


truck 12 illustration cuts. Use 
—advertise itl the coupon below. 





























Tear out and mail this coupon— now! 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


Please enter my order for three months’ service of Advertising Editorials. 
I’m going to advertise! 
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PBF 


BRASS 


UNIONS 











IT’S FEATURES= 


A — Every Union receives a severe air test under 
water. 


B — Made of the same high quality Red Brass as our 
other fittings. 


C — Automatic Equipment used, not alone insures 
good machining but a uniformity of work- 
manship. 


D — Style—the Octagon pattern. 


E — Sold from the rough list price. We also have 
semi-finished, polished or nickel-plated. 


F — Immediate deliveries insuring prompt service. 


PHOENIX BRASS FOUNDRY 


IRVINGTON ” 23 NEW JERSEY 


























Mention Domestic ENGINEERING when writing advertisers. 
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CHICAGO JOBBERS AND MANUFACTURERS PREPARE |! 


FOR BOWLING SEASON 
The Chicago Plumbing and Heating Jobbers’ and Manu- 
facturers’ Bowling League is preparing for the 1927-1928 
season, and has recently announced its new officers and the 
teams which will take part in the schedule. T. R. Sea- 
brooke, Sloan Valve Co., is president; Roy Allen, Jas. B. 
Clow & Sons, vice president; J. I. Gibbons, Sloan Valve 


Co., secretary, and E. G. Hill, Philip Gollner Co., is the 
new treasurer. 

Twelve teams will fight it out for the championship 
which the Sloan team now holds. Teams are entered by 
the following companies: Illinois Malleable Iron Co., Jas. 


B. Clow & Sons, team 1 and team 2; Hoelscher Bros., En- 


terprise Plumbing Supply Co., Philip Gollner Co., Wolff 
Manufacturing Corp., team 1 and team 2; J. H. Lehnen 
Co., Sloan Valve Co., Whitney & Ford and Chicago Faucet 
Co. 

This is the third year since the revival of this organi- 
zation, and a successful season is anticipated. As usual, 


ENGINEERING 


there will be weekly sessions, giving every team an op- | 


portunity to play each other team several times. 


CHICAGO BRANCH OF WALWORTH CO. HOLDS SALES 


MEETING AT KEWANEE 
The Chicago branch sales organization of Walworth 
Company, Boston, Mass., left Chicago by automobiles early 
Friday morning, August 26, for the company’s plant at 


Kewanee, Ill., where the annual golf tournament and the | 
monthly sales meeting were held. The greater part of | 
the first day was spent in an inspection tour of the plant. 


At the luncheon, A. J. Mather, vice president and general 
manager of the Kewanee Works, described the manufac- 
turing processes of the company, and R. W. Rounseville, 


general superintendent, explained the care taken in in- | 


specting and rechecking materials before leaving the 
plant. Dinner Friday evening was followed by the sales 
meeting, C. W. Branch, Chicago branch sales manager, 
presiding. Mr. Mather and Mr. Rounseville, again ad- 
dressed the salesmen, this time on the general policies of 
the company. 


On Saturday the annual golf tournament was held at 


the Midland Country club. The morning was devoted to | 


a preliminary round of nine holes. In the afternoon 
eighteen hole handicap, W. H. Weber of the engineering 
products division, won possession of the silver loving cup 
until next year’s tournament, with a low net of 69. M. 
W. Mortenson won second low net with a 71 and received 
an engraved pen and pencil set. F. D. Feeney, assistant 
manager of sales, presided at the dinner served on Satur- 
day evening at the country club. A number of officials 
of the Kewanee works were present, and the entire eve- 
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A group from the Chicago branch of Walworth Co., taken at 
the Kewanee, IIl., plant 
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JUMBO 


That’s the name of the pipe 
hanger that is giving such ex- 


cellent results everywhere. 


The Jumbo 


wipe Hlanger Can be secured through your jobber 


pe 
BEATON & CADWELL MFG.CO, 


| 
= 


Established 1894 


NEW BRITAIN, CONN, 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets—Flush Valves — Self-Closing 
Basin Cocks—Combination Lavatory Fixtures—Pop- 
Up Wastes— Liquid Soap Fixtures, etc. 

Manufactured and Sold Exclusively by 


THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 




















A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Ceo,) 
Kalamazoo ‘ Michigan 

















PLUMBERS’ BRASS 


The Worlds Most Complete Line 
More than 70 


_-years of soundest 
manufacturing ex- 
perience is behind 
the Peck Bros. & 
Co. line of brass 


2085-E BALL BEARING, goods. 
Self-closing Faucet 


THE PECK BROS.& CO. 


Mt 1856 
NEW HAVEN, CONN. estabushed 145 NEW YORK CITY. 
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Living Room, Charles Boettcher, 2nd, Residence, Denver, Col. 


Gone forever ... radiators 
that “take up space”! 


In finer homes today, charming new decorative effects have 
been made possible by a heating method that takes the 
radiator out of the room. 

The Herman Nelson Invisible Radiator, installed in any 
standard wall or partition, leaves every inch of room space 
free—makes possible unhampered schemes of interior fur- 
nishing and color harmonies. This compact modern heating 
unit, with the exclusive wedge 
cure, is leak-proof and indestruc- 
tible — requires no servicing — 
lasts as long as the walls. Once 
installed, it may be entirely for- 
gotten. It offers all the benefits 
of ordinary radiator heat with 
none of the disadvantages. 


For full information about the 
Herman Nelson Invisible Radia- 
tor—for facts that will add to 
your prestige and profits, mail 
the coupon below. 

THE HERMAN NELSON CORPORATION, 


MOLINE, ILL. 
Builders of Successful Heating and 


Ventilating Equipment for 20 Years 











Radiator (1) comes in- 
stalled in a steel case (2) 
more subsiantialthan the 


wall itself. The complete 
unitisreadvtoinstallinany 
standard wall or partition, 
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Radiat tor. 


THE 
HERMAN 
NELSON 

CORPORATION 
Moline, 





HERMAN 
NELSON 


y Invisible & 
\RADIATOR. 


\ ‘With the Wl Wj Wedge Core 


~ , 


Illinois 


Please send me vour \ 
illustrated book No 38. 
I am planning to build 


a house containing 


rooms. 


Name 


Address... aie 


TRACE MARK 








| in Cincinnati, 


September 17, 1927 
ning was given over to fun making. The return to Chi- 
cago was made on Sunday morning. 

Among those who made the trip to Kewanee were: (, 
W. Watson, manager Chicago branch; W. F. McDonald, 
house manager; F. D. Feeney, assistant manager of sales; 
A. F. Huels, manager plumbing and heating department; 
W. H. Weber and W. E. Davis, both of the engineering 
products division; J. A. Ellis, railroad sales department; 
J. P. Fetter, M. W. Mortenson, C. A. Richards, W. E. 
Quirk, W. H. Robinson, J. A. Lasson, P. G. Fritzell, E. M. 
Kiley, J. J. Bonga and C. Johnson, Chicago salesmen; A. 
E. Heinze, Milwaukee, Wis., salesman; L. A. Wilkins, 
southern Illinois salesman; J. H. Kessler, Michigan sales- 





man; H. D. Wall, Indiana salesman; L. W. Stein, Cen- 
tral Illinois salesman, and W. E. Russell, Indiana and 
Illinois salesman. 

TWO GAS ASSOCIATIONS MERGE 


Members of the Natural Gas Association of America au- 
tomatically became members of the American Gas Associa- 
tion, August 1, as a result of the resolution passed by the 
recent national convention of the former association held 
Ohio. The former association is now the 
Natural Gas Department of the latter, and will continue to 
hold its own yearly departmental meetings. The offices of 
the Natural Gas Association in Pittsburgh were closed 
September 1, and all communications should now be sent 
to the Natural Gas Department, American Gas Association, 
420 Lexington avenue, New York City. 





Cc. S. D. L. GOLF EVENT PROVES GALA DAY 
When the golfers of the California Sanitation Develop- 


| ment League turned out for their regular monthly play at 
the Sequoyah Country Club, East Oakland, September 1, it 


was proven beyond any doubt that, to use the words of 
President Gilley upon assuming office last July, ‘‘there’s 
no other game in the world which offers an equal oppor- 
tunity for the promotion of friendship and the creation of 


understanding and good-will.” 


| clubhouse. 


| with a 104-35-69 card. 


Bulging with golf-bags and suit-cases, the auto caravan 
left San Francisco, crossed the bay and drove down the 
Foothill boulevard in time to enjoy a good luncheon at the 
By 1:30 everyone had teed off and settled 
down to make an afternoon of it. With a beautiful course 
and ideal weather conditions, it looked as though someone 
might bump Jackson Noble out of his perennial habit of 
capturing low gross honors, but it couldn’t be done. His 
score was 92-10-82. Low net honors went to Mr. Hottes, 
Don O’Hair was the guest winner 
with a gross of 109. The complete score follows: 

Gro. Hdp. Net Gro. Hdp. Net 


PEOIMOS .. 5.6%. 5 wa 112 30 82 Hammersmith ..123 30 93 
ey 116 24 92 eee eee eee 96 17 79 
0 ee 107 24 83 SNE is bight an ie 102 26 6 
DOMBUEE As 66t.vcn 98 12 86 i eee 113 31 82 
DeGarmo ...... 115 30 85 BARGIRG oavice ses 114 31 S 
ce re 119 35 84 RMMRORG 6:5. 5.6.0566% 98 20 78 
| Colburn .....-. 112 30 82 PD bs 6.cw hte bn 108 28 0 
| er 104 35 69 WEEO® iv secnwdes 104 18 S¢ 
Robertson ...... 117 31 86 ee a ae 103 26 77 
i ee 98 14 84 Pre 137 35 102 
ne 92 10 82 Greenberg ..... 100 28 72 
Heymans ...... 115 30 85 FREE. Sikwe sawed 109 28 81 
ROWS in snaen ¥ es 118 32 86 SC) ay ae 96 21 5 


As an appropriate wind-up to a perfect day, an enjoy- 
able dinner was served in the club’s commodious dining- 
room. While golf has always been popular among league 
members, it seems that within the last year or so it has 
gained favor more and more until it has reached the point 
where it is claiming as its devotees close to half the 
membership of the C. S. D. L., who make their homes 
in and about San Francisco. 
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Turner Towers Bldg., 135 Eastern Parkway, New York City 


In the new Architectural Classics 
you will find 
CONTINENTAL CLASSIC RADIATORS 


LASSIC in name... clas- 
sic in appearance... 
classicin any setting ... you 
will find the best looking 
radiators in America speci- 
fied for the best looking 
buildings in America. Made 
in 4, 6 and 8 tube to fit 
actual installation require- 
ments—the most radiation 
in the least space. 
G@ntinental Heater @rporation 


General Office and Factory 
Dunkirk, N.Y., U.S.A. 
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Hiring an Accurate Plumbing Estimator 
for Ten Dollars Per Year 


You can “hire” this accurate plumbing estimator for This insurance against loss due to variation on the 
ten dollars a year. It is the Clow Bulletin, and is price of materials, can save you many, many times 


helping to make fast and accurate estimates for over the purchase price—ten dollars. 


3,000 plambing comractors each year. The Clow Bulletin describes, illustrates and prices, 
all modern appliances commonly used by the plumb- 


ing trade. For inventory taking it saves you money for 
buying and for checking invoices. 


Containing over 450 pages, arranged and indexed 
for quick reading, it gives the latest price and fixture 


information, supplemented by loose-leaf special sheets 
of quotation and data. Send today and “hire” this accurate estimator. 


OOCCOO 


Clow Bulletin 


SUBSCRIPTION 


We hereby subscribe for the Clow Bulletin at the rate of 83 cents per month ($10.00 per year). 
Upon receipt of the Binder and Bulletin pages we agree to pay, at the monthly rate, the proper amount to carry our subscription 
until September Ist, and we further agree to pay thereafter the subscription price of this Service ($10.00) annually in advance. 


And we further agree that the title of ownership to the Binder and Bulletin pages shall rest with James B. Clow and Sons and 
that upon our failure to renew our subscription at the end of any fiscal year (September 1st), or upon repayment to us by said 
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Mail to 
JAMES B. CLOW & SONS 
201-299 N. Talman Avenue, Chicago, IIl. 
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0} James B. Clow and Sons at any time of the unearned portion of our subscription, we will surrender to said James B. Clow and 

©} Sons, or its authorized agent, the aforesaid Binder and Bulletin pages and this subscription shall be immediately terminated. 3% 
= Nothing in this agreement shall obligate James B. Clow and Sons to publish or maintain the Clow Bulletin, the subject of 7 
eh this agreement, except that if the publication of the Clow Bulletin is discontinued after the receipt of our subscription we shall be [I 
C . ° ; pe * 
6) repaid the amount of the unearned portion of said subscription. re 
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WESTERN TRADE PLAYS GLEN FLORA 


Perfect golf weather developed out of an early morning 
rain, and the Western Trade Golf Association, therefore, 
had its usual enjoyable time at its monthly tournament, 
held on September 8 at the popular Glen Flora Country 
Club, Waukegan, III. Sixty-five members and guests 
negotiated the tricky 18 holes, and, at the second hole—a 
140-yard pitch over a lake, they met the “surprise” of the 
day. This surprise was a couple of fair ball-retrievers, 
who took some of the sting out of dubbing a shot into the 
water. 

As usual, good and bad golf was shot. Of those who 
turned in games worth prizes, Paul W. Woodbury led. 
Woodbury won first prize in Class A and B, receiving a 
sweater and hose set and getting his name on the Plumb- 
ers Trade Journal Publishing Co.’s cup which was put in 
to play at this tournament for the first time. Runner-up 
in this class was J. A. Cutler, who selected for his prize 
a woolen vest. 

E. C. O’Connor led the field of Class C players, first prize 
in which class was a pair of knickers. H. G. Thomas also 
won knickers for being second in this class. 

George Dickerson was first in Class D, winning thereby 
a golf slicker. Runner-up in this division was J. V. Brun- 
ner, who was made richer by a woolen vest. 

Joseph Comer was the star of the morning qualifying 
round, winning the one prize awarded for that event—a 
sweater and hose set. Blind bogey prize was won by G. C. 
VandenBoom. 

The best golfer among the guests was H. J. Bradley, and 
the Western Trade Golf Association guest trophy was 
awarded to him. 

The duffer’s cup went to J. G. Gregory. 

These prizes were awarded at the evening meal, at which 
President Frank B. Hackett presided. It was announced 
that a team has been selected for the match with Michigan 
at Battle Creek on Septemher 21, and Captain J. H. 
O’Brien guaranteed a good representation. 

Four new applications were passed on, and the ap- 
plicants placed on the waiting list. George E. Tebbetts, 
engineer; A. U. Gerber, architect; E. B. Brown, Jr., B. F. 
Reynolds & Co.; and J. P. Cox, of the T. J. Killian or- 
ganization, will become members as soon as the member- 
ship drops below the 150 limit. 

The next regular tournament will be on October 7, at 
Calumet Country Club. President Hackett announced that 
this will be a “homecoming tournament,”’ all the old-timers 


of the association being especially invited to attend. 
Scores for the day follow: 
Class A and B 


Player Gro. Hep. Net Player Gro. Hep. Net 
FE. H. Christiansen 84 6 78 C. A. Baldwin... 92 15 177 
KE. L. Miller le J. Piteher.... 89 1060 TT 
oo) > 93 J. P. Cox (Guest) 82 
H. W. Leech W. J. Frost 
(QUOKE) oa csiss () ee (Guest) ....... _. aCe ne 
George A. Jones. 83 10 738 O. H. Theleen,.. 99 15 84 
J. H. O’Brien.... 97 17 80 F. H. Gaylord...100 16 84 
J. H. Milliken... 91 12 79 Paul V. Hyland 
5. COREE scveses 89 14 75 SR. GOOG) «<2 «BO 6 cn 
3. dc ROP. nc <0 87 17 70 P. W. Woodbury. 87 16 71 
J. Hoffrichter ... 89 14 75 F. B. Hackett...101 15 86 
Class C 
Player Gro. Hep. Net Player Gro. Hep. Net 
W. A. Taylor.... 89 22 67 R. P. Corse 
H. J. Slaughter eee 115 
a ae ée Joseph Duval 
H. W. Evans.... 92 19 73 RROOED. vc cawec aaa ee 
G. Cc. Vanden- G. F. Mooney....107 22 85 
ere 100 22 78 E. M. Tennant... 93 20 73 
H. J. Bradley R. B. Moore...... 100 25 75 
(GOMES) ccccace oe. as. ve E. J. Gossett..... 106 20 86 
J. J. Walworth..100 20 80 M. G. Henderson,105 22 83 
M. Feiber ....... 104 22 82 C. E. Beery...... 98 18 80 
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HONEYWELL 








TYPE C 


Vaporstat 


and 
TYPE E-1 


Surface Aquastat 


Type C—Vaporstat 


The Honeywell Type C Vapor- 
stat prevents excessive boiler 
pressure. When an _ excessive 
boiler pressure is generated—in 
either a steam or vapor system 
—an indicator hand makes con- 
tact with the hand which is set 
for the desired maximum tem- 
perature and, even though the 
thermostat is calling. for heat, 
it shuts off the burner. As soon 
as the pressure has receded to 
the minimum pressure setting, 
the indicator hand makes con- 
tact with the minimum hand. The Vaporstat and Thermo- 
stat act together to start the burner motor but in stopping 
the burner, they function independently. Vaporstats avail- 
able for from 10” vac. to 5 lbs. pressure; from zero to 50 Ibs. 
pressure; from zero to 150 Ibs. pressure. 


Type E-1 
Surface Aquastat 


The need has been felt for a de- 
pendable Aquastat that can be 
installed simply by being clamped 
on the surface of the flow main, 
rather than by being immersed 
into the water itself. This is now 
provided in the new Honeywell 
Surface Aquastats, Types E-1 
and E-41. Surface Aquastats do 
not operate as closely as the im- 
mersion types, simplicity of in- 
stallation being their principal 
advantage. 


Type E-1 is designed for use with 

Honeywell low-voltage control systems, and Type E-41 with 
high voltage controls. Like the immersion types, Type E-1 
may be used either with or without a room Thermostat. 
When used with a room Thermostat, either the Thermostat 
or Aquastat can operate to stop the burner at any time, but 
the boiler temperature must recede and the room Thermo- 
stat be calling for heat before the burner can again start. 
Thus the room Thermostat is in command when it should be 
and a more uniform room temperature is maintained. 


The contacts of the Honeywell Surface Aquastats are 
enclosed, a mercury switch being used. The instruments will 
function without attention and their control of the boiler 
temperature is more dependable than the most painstaking 
attention of a careful janitor. The saving in fuel soon pays 


their cost. 
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Honeywell Heating Specialties Co. 
Wabash, Indiana 
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O-B Brass Valves 


are made in the following styles: 


Radiator Valves 
Flexitite Disc, Gate, No. 50 
Steam, No. 30 
Hot Water, No. 40 
Packless Graduated, No. 35 
Union Elbows, No. 45 


Flexitite Dise Gate Valves 
125 Ib. Standard, Non Rising 
Stem ,No. 20 
125 Ib. Standard Rising Stem, 
No. 2 
100 1b. Light Standard, No. 25 
Globe, Angle and Check Valves Renewable 
B O-B 


rass 





Dise Dise 
SED, Bees... ccvcccarcvcdenevees «pecans No. 10 
125 Ib. Standard peweweesebneteotes No. 1 No. 15 
100 Ib. Lieht Standard. ...........0++00+ No. 1%. . 
IN. os ctvessnoceeegnebubsasce No. 2 No. 3 
Radic ond Geis... cccccrcccccvesscese No. 5 No. 5 


Fiexitite Disc 
ate Valve 
Patented 


OHIO BRASS COMPANY 
Mansfield, Ohio 





Ohiggprass Co. 





MYERS DIRECT WATER SYSTEMS 
For Shallow or Deep Wells and Cisterns 


—— a : Equipment includes — 
) iy air chamber motor, belt, 








automatic switch, gauges 
and valves, and all fittings 
mounted on plank ready to 
connect up with power and 
water lines. 


Hy. 

SELF -OILING ¢ Ru ge, 
working _ FO). 

Does not require a storage 
tank. Pumps fresh water 
direct from well to faucets. 
Automatically controlled 
without waste of power or 


I HEAD cy 


water. Ample capacity for 
home or farm purposes, 
Other styles and sizes for 
homes, farms, public and 
private institutions. Catalog, information and prices on request. 


The F. E. MYERS & BRO. Co. 
ASHLAND, OHIO 




















Bear This in Mind 


Ashes and Soot both retreat 
When Gas is used to heat. 


MIEARS-KANE-OFELDT, INC. 


Manelecturers of 


GAS FIRED BOILERS AND WATER HEATERS 
1903-1915 EAST HAGERT STREET PHILADELPHIA 


NEAHER & ROOSA 
Detroit Plumbers, say: 

“‘I wish to thank you for the coopera- 
tion you have given us in the past 
which has been a} that any master 
plumber could expect from the deal- 
ers whom he has to purchase his 
materials from. 

I realize that you have to take a 


good many bumps in living up to 
this policy, but I trust in the end 
that you will be well paid for all 
this. not only in money but in being 
well spoken of by the trade in 
general." 


Mr ovayiuanciuacy 


Detroit, Michigan 
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E. B. Brown, Jr. Henry Wolter 
ARMORED: on 5'v5 0 ae ee 5 a ae re 
A, H. Decker W. E. Foskett...106 21 8§ 
(GORE) sie sxee ae’ Si teu F. C. Staples..... 110 25 85 
Ek. C. O'Connor... 89 18 71 James J. O'Shea 
Cc. E. Bronson.... 95 20 75 errr 92 ; 
H. G. Thomas.... 91 20 71 John J. O’Shea.. 96 22 74 
P. V. Hyland....115 30 85 
Class D 
WwW. J: Btreet....< 117 30 87 J. G. Gregory....126 30 96 
J. A. Ljunggren.111 27 84 J. C. Matchett...103 26 77 
J.T, Fitzsimmons.103 30 73 E. M. Withers 
Harold O’Connor (CO | rr 99 . 
(Guest) ... . ar . Cliff Presdee..... 110 30 80 
Cc. W. Johnson .122 30 92 Geo. E. Tebbetts 
G. Dickerson -100 28 72 CMOS) 2s cece 90 
As SO. kiss 114 30 84 A. U. Gerber 
Chas. E. Price...109 30 79 2 ens 128 
i. 2. Denny ..5.5 107 28 79 BE. ASDF ......0:0:-s 108 26 82 
W, N. Pincus....103 27 76 F. H. Thome 
J. V. Brunner,...101 28 .73 (GUG6E) ciscas 116 
W. P. Nevins....123 30 93 


Personal Mention 


Samuel R. Lewis, chairman of the Committee on Re- 
search, American Society of Heating and Ventilating En- 
gineers, will be the speaker at the first fall meeting of 
the New York chapter of the society. The date is Monday 
October 17. 

Ira E. Baker, secretary of the Cleveland Gas Burner & 
Appliance Co., and also vice president of the Barber Gas 
Burner Sales Co., both of Cleveland, Ohio, was married 
September 3. Mr. Baker and his bride left upon a honey- 


moon trip which took them to Quebec, Canada. 


evening, 


Robert Vessey has been appointed a representative for 
W. A. Russell & Co., New York City, handling the com- 
pany’s air and vacuum valves in Southern New Jersey, 
Delaware, Maryland, and the District of 
Mr. Vessey is headquartering at 2401 Chestnut 
street, Philadelphia. 


Pennsylvania, 
Columbia. 


Arthur Glore of Evins F. Glore & Son, Inc., and Henry 
Reis, vice president and general manager of W. A. Russell 


*& Co., both of New York City, have recently been vaca- 


tioning at East Rindge, N. H. While there, the two at- 
tempted to get in some golf at the Toy Town Tavern 
course, but continued rains curtailed this sport to some 
extent, 





' J. M. Grace has just been 


appointed manager of Chi- 
cago sales for the Imperial 
Brass Manufacturing Com- 


pany of Chicago. Mr. Grace 
was formerly connected with 
Sloan Valve Company of Chi- 
cago for twelve years. 

E. V. Daily has just been 
appointed Pacific Coast dis- 
tributor for the L. J. Mueller 
Furnace Company of Milwau- 
kee, Wis. Mr. Daily was 
manager of the Gasteam de- 
partment of Jas. B. Clow & 
of the last 
eleven years, and he was pre- 
viously connected with the 
commercial department of the Pacific Gas & Electric Co. 
of San Francisco, the Portland Gas & Coke Co., and other 
gas companies on the Pacific Coast. 





Sons Chicago 


J. M. Grace 


James C. Ross, owner of the Ross No Washer Faucet 
Co. of Seattle, Wash., visited Chicago last week on his 
way to Detroit, Cleveland and New England points. Mr. 








927 


80 


.e- 
N- 


y 


at 










































































September 17, 1927 DOMESTIC ENGINEERING 81 
[9.0.0 0.0.0.0.00.0.0.0.00.0000.0000000.00.0.0.0.00.0.00.000.0.0.0.0.0.0.0.0.0.0.0.0.0.0.0.0.0.0.0.0.0.00.0.0.0.0.0.0. 0.0.0.0 0 00.0.0 000.000 C0CCCCCCCC COCO! 
A 
~ » 
: * 
° 
° * 
° ° 
fe) Qo 
m © ° e 
ir I 
a| ° * WR 
: ° 
md 
¢ 
va 


















































= 


























People today realize that 
without this valuable asset 
the home is lacking some of 


the greatest comforts it can 
possess. 


Because of its importance, 
most home-owners want the 
best. Make sure of complete 
satisfaction by installing Run- 
die Ware. 


Because Rundle Ware is a 
pure snow-white color, it can 


So Much Depends Upon 
Good Plumbing! 


be kept clean, inviting and 
fresh with minimum labor. 


Not only is it up-to-date from 
the viewpoint of beauty, but 
it is designed to meet present- 
day demands of utility. And, 
to assure good plumbing from 


the installation standpoint, 
each Rundle piece is rigidly 


inspected for accuracy of fit. 


Write us today for the Rundle ° 


catalog and name of nearest jobber. 


Rundle Manufacturing Co., Milwaukee, Wis. 


Southern Representative 
P. B. WALLACE, 302 Sixth Ave., North, Nashville, Tenn. 


RUNDLE 


PLUMBERS’ SANITARY ENAMELED WARE 
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Bright Idea 
Boiler 








The water tube construction of the Gurney 
Bright Idea Boiler assures efficient and eco- 


nomical operation in all larger classes of 
buildings. 








The most important feature of this boiler is 
the separately cast water tubes. This method 
of construction permits the replacement of 
broken tubes with a minimum of material. No 
need to replace an entire section. 









On oil burner installations the multiplicity of 
small tubes renders the Gurney Bright Idea 
Boiler extremely efficient. 







There are other features of this remarkable 
boiler which will interest you. Write us for 
complete information. 


GURNEY HEATER MFG @MPANY. 


GENERAL OFFICES « BOSTON, MASS. 
93-97 Oliver St., Fort Hill Square 


Gurney Heater Co., Inc. Guranery Heater Mra.Co. Guaner Heater Co., Inc. 










New —— Richmond Office ares — and 
Cor. E. i id Ninth St Cor. 21st St. and 
Manly St., Cor. Anable Av. r. E. Main and Nin Daten Ar, 







Long Island City Richmond, Va. Philadelphia, Pa. 
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Ross is in the East for the purpose of making arrange- 
ments for the manufacture of his line of faucets. 
William J. Bapst, manufacturers’ agent, who repre- 


sents The Sanitary Earthenware Specialty Co. of Trenton, 
N. J., and Smith Brothers Nipple Works in New York 


City, has opened a new office in the Knickerbocker Build- 


ing, 152 West Forty-second street, New York City. 


C, H. Armstrong of the Armstrong Mfg. Co., Bridgeport, 
Conn., was in Chicago this week to give a sales talk to 
the salesmen of one of the local distributors. He returned 
to Bridgeport Thursday. 

F. T. Whitney has just been 
appointed sales manager of 
the Cohoes Rolling Mill Co. 
with headquarters at the com- 
pany’s main office and works 
at Cohoes, N. Y. Mr. Whitney 
received his education at the 
Rensselaer Polytechnic  In- 
stitute, Troy, N. Y., and has 
been in charge of the Phila- 
delphia territory for the last 
three years. 

E. J. Healy, manager of the 
Washington, D. C., office and 
branch of the Sloan Valve 
Company, Chicago, has just 
moved his office from 1108 
Investment Building, to Room 
1367, National Press Building. 


F, T. Whitney 


Yancy Clark, of the Plomb Tool Company, Los Angeles, 
Calif., has just returned from a trip to Chicago. He 
spent a week with Oscar C. Andersen, in charge of the 
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company’s branch in Chicago, discussing questions raised 
by the company’s steadily increasing business there. 


John F. Getty, who has just 
resigned as manager of the 
Detroit, Mich., branch of the 
Standard Sanitary Manufac- 
turing Co., had been in this 
company’s employ for 27 
years. As a boy, he started 
working in the enamelware 
plant of the original Standard 
Mfg. Co. at Pittsburgh under 
Cc. F. Arrott. Later he worked 
in the Liberty street and Penn 
avenue stores. Following this 
experience, Mr. Getty spent 
nine years calling on the trade 
in Pittsburgh and vicinity. In 
1916, he opened the Altoona, 
Pa., branch where he con- 
tinued as manager until 1921 
when he opened and became manager of the Detroit 
branch. Mr. Getty has not yet announced his plans for 
the future. 

William O'Neill, Jr., of the engineering department, 
Blake Specialty Co., Rock Island, Ill., has been spending 
a short time visiting Eastern jobbing centers. 





John F. Getty 





NEW YORK POWER SHOW TO BE HELD IN 
DECEMBER 
The Sixth National Exposition of Power and Mechanical 
Engineering, known familiarly as the Power Show, will be 
held at the Grand Central Palace, Lexington avenue, New 
York City, December 5-10, inclusive, it is announced. 








Let’s Get the Straight 
of These Curves 


ADIANT heat is straight-ray heat. 
It won’t and can’t bend a particle. 
It “goes straight” every time. 


Practically all combustion chamber heat 
is radiant. 
So those curves in the Burnham crown 
sheet give those straight rays a_three- 
times-greater heat absorbing surface to 
shoot at. 


Which means a lot more heat sent straight 
to the radiators, instead of straight up the 
chimney, 


Straight facts like that will help you round 
the corner in making boiler sales. Try 
it out. 


Irvington, New York 
Representatives in all Principal Cities of the U. S. and Canada 
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American ANTI-SYPHON 
TRAP 


HEADQUARTERS 


Full Cast Body 
Ground Joint on Outlet 




















The Best 
September 14, 1907 
WE MAKE AN EX- | The fiftieth anniversary of the foundation of H. Mueller 
| Manufacturing Company, o ecatur, + Was recently 
TENSIVE LINE | Manufacturing . . au 
° - | celebrated at the company’s annual picnic for its employes. 
| . Se Co. | About 2,500 employes and members of their families 











gathered at the Chautauqua grounds at Mechanicsburg, 
where the outing was held. About one hundred special 
guests from other cities were invited. An address was 
made by Governor Deneen. 
1907 
The Pittsburg Water Heater Company of Pittsburgh, 
Pa., has just opened branches at 1611 Washington avenue, 
St. Louis; §18 Elm street, Cincinnati, Ohio, and at 1406 
Main street, Kansas City, Mo. 
1907 
The Kennedy Valve Manufacturing Co., of New York 
| City, hus started operation in its new plant, covering a 
| floor space of 125,000 sq. ft., at Elmira, N. Y. 
1907 
| Freitag, Weinhardt & Co., of Terre Haute, Ind., have 
been awarded the plumbing contract on the city hall in 
| that city. 
| 1907 
The Kokomo Brass Works, of Kokomo, Ind., has in- 
| creased its capital stock from $10,000 to $50,000. 
1907 
| The Standard Brass Manufacturing Company, of Utica, 
| N. Y., has moved its brass manufacturing plant from 228 
| Bleecker street to the corner of John and Catherine streets, 
in that city, where it has fitted up a much larger plant. 


1907 
Ingot Brass Frederick W. Robertshaw, of Pittsburgh, Pa., has re- 


ceived patent on a thermostat. 
Smelters and Refiners 


High Quality Metals | NC ew Eq u ip ment 


Metals made up to specifications. 


R. LAVIN & SONS 


2511-2525 W. 21st St. 
John Hartman, Sales Mgr. Chicago, Il. 































The Hudson Concealed Shower 
Body Features 
1—red brass made from ingot melted electrically 
2—tested against 150 lbs. water pressure 
3—china adjustable flanges with N. P. shanks 
4—non-cemented china handle screwed rigidly 
by china-index button 
5—by-pass connections and union couplings 
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ON BRASS WORKS.INC..BROOK 














Telephone: Lawndale 1850 - 1851 








| 
Maintains Furnace Walls by Gun Method 
) A method has been developed for the purpose of making 
| it easy to keep refractory construction in furnaces in good 
| condition through periodic and systematic maintenance. 
This new method is designed to return furnace linings 
to their original condition whenever the equipment is out 
of service for a short time, to make repairs without inter- 
rupting the operation of the equipment, to repair cracks, 
crevices, joints and brick pores quickly, to patch burned- 
out sections and depressions and to maintain walls at 
their original thickness with a smooth, uniform surface. 
| In this method of refractory maintenance, three ele- 
ments are employed. They are the gun shown in the 














“GOLD NUGGET” 








BRASS FERRULES illustration, a chemically-neutral refractory material and 
The manufacture of quality brass ire i 3 

you want togivevour wedohign ae oe for blowing protective coatings on 
grade,accurately madcand nicely * 

Richmoed line, Our large ware oe » the form of paaants of refractory mate- 
ie Roeenannahinnstagdincs waa, als ploying fire brick cement as a binder. 

use isfactory its Weighing less than four pounds and 18% inches high, 
RICH MOND the gun requires only one man for operation. It uses 
Foundry& Manufacturing Co, air or steam at 50 Ib. pressure or more. As air is more 


RICHMOND, VIRGINIA 


satisfactory, its use is recommended by the manufacturers 
A: DEPENDABLE «SOURCE -OF - <8 wherever possible. The operator connects the air line to 











1927 September 17, 1927 DOMESTIC ENGINEERING 85 


7 TRIMO 


The Pipe does 
some talking: 














Hey Trimo, you sure stand in with 
the boss. There are half a dozen 
pipe cutters around the shop here, 

ut he wouldn’t start cutting me up 
until he found his Trimo. How do 
you rate so high ? 








ller 
ntly 
yes. 
ilies 
Irg, 
cial 


I don’t like to brag, my boy, but I 
guess the answer is that I know my 
stuff. A pipe like you ought to 
know that a Trimo always cuts fast 
and clean. 


Trimo 
’ Pipe Cutter’s 
was answer: 





jue, 


106 





JZ I eet kidded Fe a gs being fussy 
Yfg77-_A about my tools, but now it pays. 
Yl ttt Take that Trimo pipe cutter rh ‘om 
stance. I use it as a one wheel or a 
three wheel cutter and I never had 
any kick coming yet. All pipe cut- 
ters may look alike—but not to me. 
Give me a Trimo every time. 








The Plumber’s 


comment: 
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i e . 2 TRIMONT MFG. CO., INC. 


© ROXBURY (BOSTON), MASS. 


for Nearly Forty Years 
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or difficult Jobs specify 
RICHMOND 


ROUND BOILER EE 


e Luxe, | 


a great ‘pinch hitter” 








How do you figure the difficult job? 





rated on boiler output under official 
test conditions. No factor of safety, 
no oversize boiler. 





FO example, a building that is 
drafty, poorly insulated, or ex- 
posed to winds and storms. There are 


two methods—which is yours? 





Such a code boiler is the Richmond 


One method is to figure radiation, 
add a factor of safety, then a little 
more for double safety under unusual 


De Luxe Round Boiler. A greater heat- 
ing surface and efficiency than any 
other of equal diameter and number of 


conditions. The result—a bid that calls sections. 


for a boil pensive to buy and to m ’ 
ee ee a ee The ability of the Richmond De 
Luxe to deliver an abundance of heat 


at low cost under adverse conditions 
has made it the favorite of the 
most exacting Engineers and Con- 


operate. 


Opposed to this is the method of 
experienced heating engineers. They 
select a boiler that is constructed and 
tested according to official codes and tractors. 


RICHMOND RADIATOR COMPANY 


INCORPORATED 


Executive Offices: 1480 Broadway, New York,'N. Y. 


BRANCH OFFICES: 
Chicago: 1010 Wrigley Building Cleveland: Cedar Ave. and Ashland Rd. 
Boston: 460 Park Square Building Harrisburg, Pa.: 116 South Second St. 
of American Society of 


Philadelphia: 2241 No. American St. Mechanical Engineers. 


z Tested according to 
Code of American Society 
of Heating and Ventilating 








A Code Boiler 


Built according to Code 








Engineers. 
Wholesalers Rated according to Code 
° Ricumonp Raprator Company, Inc. of Heating and Piping 
Stock Richmond _ Contractors National 
Products 1480 Broadway, N. Y. Association. 
Please send catalog of Richmond Boilers and cies and ratings B oy Robin- 
All Richmond products— Engineering Data. son V Frost, a Norris- 
Boilers, Radiators and Enamel N NE” cat met aEVeE 
: ame 
Ware are obtainable from : JeiotenDuceosaiiee ond Dacre of [ienting 
‘ saeneel and Ventilating of Carnegie 
wholesalers everywhere or Address i us Institute of Technology, 
communicate with our nearest Pitshurgh, Pe. — bollers 


" were tested in the research 
--D.E.4-17. laboratories of Carnegie In- 
stitute, Pittsburgh, Pa. 
and of R. V. Frost, Norris- 
town, Pa. 


branch office. The coupon will 
bring catalogs and Engineer- 
ing Data of a helpful character. 

















Mention Domestic ENGINEERING when writing advertisers. 
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the %-inch standard pipe thread opening on the globe | 


valve of the gun, places the supply pipe in the pre-mixture, 
turns the globe valve, and the gun sprays the pre-mixture 
on the structure. Thus, all brick pores, open joints, 
cracks and crevices are filled up and the wall is given a 


protective refractory coating. 
The method of application is shown in the accompany- 
ing illustration. 


New Trade Literature 


“Oxwelded Roof Trusses” 
The Linde Air Products Co., New York City, has re- 
cently issued a 72-page booklet entitled ‘‘Oxwelded Roof 


Trusses,’’ prepared by H. H. Moss of the development | 


section of the engineering department of that company. 
The booklet is a study of insert plate joints, and contains, 
besides complete explanatory matter, drawings of typical 
joints and many illustrations. There are also six ap- 
pendices and space left for the jotting down of memoranda. 


Wolverine Brass Works’ Folder 

The Wolverine Brass Works, Grand Rapids, Mich., re- 
cently issued a four-page folder with tank balls as its 
subject. The folder is in three colors, red, orange and 
black, and is illustrated with an attractive figure of a 
mermaid holding a cut-out representation of one of the 
balls, with arrows pointing to its features. A _ photo- 
graph of a display box in its natural colors is also shown. 
The first page is given over to a letter explaining the 
device’s features. 

W. E. Caldwell Co.’s Catalog 

W. E. Caldwell Co., of Louisville, Ky., has issued a 
catalog describing its tanks and towers of wood and steel. 
A group of illustrations shows towers for club and resort 
water supply. Sections of steel riser pipes are also shown. 

Vapor Heating 
Vapor Heating Company, of York, Pa., has issued a 














booklet on the subject of vapor heating. The booklet 
contains a technical description of the company’s system | 
and all its parts. The various vapor specialties made by | 
this company are described and several pages of diagrams | 
show plans for installations. The booklet contains many 
illustrations of homes in which the company’s vapor heat- 
ing system is used. 
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Old Fashioned Distribution 


Some men in the plumb- 
ing trade think they have 


a hard time getting deliv- 
eries. But the facilities 
of today so far surpass the 
primitive distribution 
methods of a generation 
ago that there is no com- 
parison. 


Armstrong believes in 
keeping up with progress 
and therefore co-operates 
100% with the jobber, so 
that you may secure 
Genuine Armstrong Pipe 


Tools promptly. 
Ask your jobber. 


Armstrong Mfg. Co. 
284 Knowlton St. 
Bridgeport, Conn. 
New York Office: 161 Lafayette St. 
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CONVENTION DATES 

September 19-23, 1927.—The fall meeting of the American 
Welding Society, at Detroit, Mich., with headquarters at the 
Book Cadillac Hotel. A special section of the convention hall 
of 10,000 sq. ft. has been set aside for the Welding and Cut- 
ting Exposition, which is to be held in connection with the 
meeting. 

September 26, 1927.—First meeting of the new board of 


Plumbing Specialties cant ae National Association of Master Plumbers, at 


September 28, 1927.—A meeting of the Advisory Committee 





Sinks Sink Fittings on Vitreous China Plumbing Fixtures in Room 704, Commerce 
Repair Plates Cesspools Building, Washington, D. C., at 9:30 a.m. 
Water Boxes Vent Boxes September pinecones conference of Presidents and 
Vv Cc Secretaries o aster Plumbers Clubs of the Southern District 
Cossp ool Plates cane ol d of California, in Master Plumbers Hall, Los Angeles, Calif. 
Refrigerator Drains oiler Stands October 10-14, 1927.—The ninth annual convention of the 
Boiler Rings Wash Tray Legs American Gas Association at the Stevens Hotel, Chicago. 
Manhoff Fittings Cleanouts October 12 and 13, 1927.—The fall meeting of the Eastern 
Trap Screws Ferrules Fresh Air Inlets Supply Association, at Hotel pe New York City. 
: October 20, 21 and 22, 1927.—Conference of the Welding 
Drive Ferrules ’ g 
Hydrant Tops ‘ce B Industry, at the University of Minnesota, Minneapolis, Minn 
Sisson Joints Service Boxes October 26 and 27, 1927.—The annual meeting of the Central 
Gas Drip Boxes Roadway Boxes Supply Association, at Palmer House, Chicago. 
Sand Traps Solder Pots December 5-10, 1927.—The Sixth National Exposition of 
Edsel Closet Bonds Ideal Flanges Power and Mechanical Engineering at the Grand Central Pal- 
P” Traps “S” Traps ace, New York City. 
, P February 14 to 18, 1928.—The Midwestern Engineering and 
Running Traps Drum Traps Power Exposition, at Coliseum, Chicago. 
Anti-Syphon Self Cleaning Traps April 3, 4 and 5, 1928.—The annual convention of the Amer- 
ican Oil Burner Association at Stevens Hotel, Chicago. 
- i 7 ‘ : COMING TRADE EVENTS 
Soil Pipe, Soil Fittings, and Cast lron September 21, 1927,—Meet of the New England Metal Prod- 
° ° ° ucts Golf Association, at the Wannamoisett C t Club, 
Plumbing Specialties Providence, BL. eT 





September 21, 1927.—Joint tournament of Western Trade 
Golf Association and Michigan Trade Golf Association, at 
Battle Creek Country Club, Battle Creek, Mich. 


SANITARY COMPANY OF AMERICA September 22, 1927.—The annual outing of the Master 
Linfield, Pa. Eact Greenville, Pa. Plumbers’ Association of Lynn, Mass., at Ferncroft Inn, 
Middleton, Mass. 

September 22, 1927.—The annual stag clambake of the Mas- 
ter Plumbers’ Association of Reading, Pa., at the Mountain 
Spring Home Association grounds. 

September 24, 1927.—The annua) outing and dance of the 
Association of Master Plumbers of Richmond Borough, at the 
Elks Club, Oakwood, Staten Island, N. Y. 

9 September 24, 1927.—The annual outing of the Queens- 

t S a borough branch of the Master Plumbers Association of the 
City of New York at Narragansett Inn, Lindenhurst, L. I. 

d ° September 25, 1927.—The annual picnic of San Diego (Calif.) 
mind-relief valve Master Plumbers Association at El Monte Park. 

‘ September 30, 1927.—-Dual meet between the Metropolitan 

Trade Golf Association and the Delaware Valley Trade Golf 
That's what the customer will say about a Red Top Association, at the Westchester-Biltmore Country Club, Rye, 
Relief Valve, Model No. 1, after you have installed N. Y. 
it in his domestic hot water supply. By relieving October 7, 1927.—Last tournament of reason of the Western 
soaring pressures automatically, a Red Top re- Trade Golf Association, at Calumet Country Club. 
lieves the mind of all fear of explosions. The home 


owner need not fear disaster as a result of neglecting 
to turn off a heater. 












































Advertising Signs 
W. A. Russell & Co., New York City, are distributing 


The action of a Red Top is easy to explain. It works new prismatic waterproof signs, advertising its line of air 
on the gravity principle, pressure in the system ‘ d er 
forcing a nickel weighted piston off the seat. The valves. The new display signs are brilliantly colored, 
lead ball in Model No. 1 is cast in four sections three colors being used, and will attract patrons’ at- 
allowing relief at 50, 75, 100 and 130 Ibs. (It tention if exhibited in wholesale establishments or con- 





should be set at least 25 Ibs. higher than city water 


4 pressures). tractors’ shops. 





Sects pie Red Tops bear the approval : 
Suttonal view of the Underwriters’ Labora- The Gerard Manufacturing Co., 729 Main street, Dick- 


of Model No.1 “ “oa P ; j 
tories, America’s foremost son City, Pa., announces that two patents for circulating 


testing organization. tubes for range boilers were granted to the company by 
the patent office on August 16. The patents were issued 
in favor of the inventor, James F. Arthur, Dickson City 
master plumber, who is managing the Gerard Mfg. Co. 
and is in charge of the manufacture and sales of these 
products. 


Neptune Meter Company 
50 E. 42nd St. New York City, N. ¥ 


Branch Offices in Principal Cities 








J. B. Keddington, manager of the K & K Engineering 
Co., Salt Lake City, Utah, was chairman of the entertain- 
ment committee of the Business Men’s League of Sugar- 
house, a suburb of Salt Lake, at its annual outing at 
Saltair. 
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They Wrote It— 
We Merely Printed It 


| YOU WANT TO KNOW how fifty of 
Chicago’s finest buildings have secured 
joytul, lasting relief from chronic faucet 


troubles, read “Passing the Good Word 
Along.” 
We didn’t write the book. We just took 


what the building managers and engi- 
neers had to say about Chicago Faucets 


and put it down in black and white 
without changing a word. 


If you want to offer your customers 
something unusual in the way of faucet 
satisfaction, sell Chicago Faucets. This 
book proves it. We'll send you as many 


copies as you like. Order some and pass 







them around where they'll do you the oe 
. S y . 
most good. Write for a bunch today. A standardized, removable working 
unit. Seat replaceable same as washer 
THE CHICAGO FAUCET COMPANY {veer andar cae tele anton 
2700-22 N. Crawford Ave. Chicago, Ill. tas latteenetiaias 


CHICAGO FAUCETS 
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A large contractor * 
recently wrote us: 


“Both in finish and threads we 
find your malleable iron fittings 
the best we have ever used, say our 
employees. Weagree with them.” 


—and we have received hundreds 
of similar testimonials. 


* Name on request. 





New bt ae F ins - phia 











ME! FITTINGS~FIRE DY 


Mention Domes when writing advertise 
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Obituary 


John T. Kelly 

John T. Kelly, founder and for many years president of 
the Kelly & Jones Co., of Pittsburgh, Pa., and Greensburg, 
Pa., died Monday evening, September 5, at his home in 
Scarsdale, N. Y., in his 75th year. ‘Mr. Kelly was presi- 
dent of the company which he founded, until two years 
ago when it was bought by Walworth Company of Boston. 

Norris Bradford Gregg 

Norris Bradford Gregg, vice president and a director of 
the National Lead Co., with offices at 111 Broadway, New 
York City, died suddenly, September 6, following an op- 
eration at the Polyclinic Hospital in New York City, after 
having been a patient at the hospital for two weeks. Mr. 
Gregg, who was in his seventy-first year, made his home at 
the Hotel Plaza, with his son, Norris B. Gregg, Jr. The 
deceased executive rejoined the National Lead Co. a score 
of years ago, after a few years’ absence becoming vice 
president in 1916. He has been credited with a major 
share in the development of titanium oxide and brown 
barytes, and with aiding his company in becoming one of 
the leading producers of these materials. Mr. Gregg was 
a member of the Metropolitan, Sleepy Hollow Country, the 
Country, and the University of St. Louis clubs. He also 
belonged to the Sons of the American Revolution and the 
Society of Colonial Wars. 

Emmet H. McMahon 

Emmet H. McMahon, proprietor of the McMahon Plumb- 
ing & Heating Co., Seattle, Wash., died in that city Au- 
gust 29. He had been in the plumbing business for over 
twenty years, and was well known in the trade in that 
city. The body was taken to his birthplace, Walnut, Kans., 
for burial. 

George W. Bennett 

George W. Bennett, 240 Belmont street, Malden, Mass., 
for 24 years a plumbing contractor in that city and 
Everett, passed away at his home in Malden recently. 
He is survived by a wife. 


Herbert E. Jennison 

Herbert E. Jennison, of Fitchburg, Mass., well known to 
the trade throughout the country, died on the afternoon 
of Sept. 7, at his home, 60 View street, following a 
sudden heart attack, suffered in his office. He was presi- 
dent of the Jennison Co., plumbing contractors, and was 
sole owner of the Blake Pump Company and the Thomp- 
son Company, manufacturers of machine tools, all of 
Fitchburg. He was a native of Templeton, Mass., born 
in 1860, and he is survived by his widow, Mrs. Cora G. 
B. Jennison, and a daughter, Mrs. Marjorie J. Whitney of 
Townsend, Mass. He was a member of C. W. Moore 
Lodge of Masons, Thomas Royal Arch Chapter, Jerusalem 
Commandery, K. T., Aleppo Temple, Mystic Shrine. He 
was an organizer and charter member of the Columbian 
Club, Fay Club, Oak Hill Country Club, Square and Com- 
pass Club, all of Fitchburg; and also was a past president 
of the Fitchburg Rotary Club and of the Fitchburg Cham- 
ber of Commerce. He was a director of the Fitchburg 
Fire Insurance Company, and organizer and president of 
the Worcester County (Mass.) Metal Trades Association, 
and the Worcester County (Mass.) Employers Association. 
His funeral was held at his home on the afternoon of 
Saturday, September 10. 





William H. Ambrose, past president of the Master 
Plumbers’ Association of Philadelphia, has the sympathy 
of his friends on account of the death on August 30 of 
his wife, Mrs. Catherine Ambrose. Mrs. Ambrose was 














DOMESTIC ENGINEERING 91 








Concealed Type 
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ANOTHER PRODUCT 





The “IMPROVED” 
Milwaukee Mixing Valve 


PATENT PENDING 





| As its name indicates, the “Im 
proved” Milwaukee isa BETTER |] 


| mixer, more accessible, | 
WITH ONE PLUNGER | 
| —the ultimate in simplicity. High | 
| ing parts renewable, no binding, 
| 


positive closure, making this mix- 


grade red brass castings, all work- 
ing valve 


CAN’T WEAR OUT 





For a complete line of concealed showers 
and fixtures, ask for our new catalog ““F™ 


THE KIND OF VALVE YOU 





ORDER FROM YOUR JOBBER {| 





| 
! Manufactured by 


1 Milwaukee Flush Valve Co. 


Milwaukee, Wis., U. S. A. 


|e — 
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Adjustable 


In less than 30 seconds, any me- 
chanic can adjust the Donnelly 
Pressure Relief Valve to any de- 
sired pressure. 

Note the external spring which 
does away with the danger of cor- 


rosion Your jobber will gladly 
supply you. 


DONNELLY MFG. Co. 
29 Mills St. Malden, Mass. 
Complete stock carried by 


HENRY STEIN 


50 Cliff St., New York City 
New York and New Jersey Offices 






































Armstrong Bros. 


CHAIN PIPE 
VISE 


DROP FORGED STEEL 


The Ideal Portable Vise 
RAPID--STRONG--COMPACT 
%" to 8" Pipe 
One turn of the handle 
releases or grips pipe 


Write for Catalog 


ARMSTRONG BROS. TOOL CO. 


323 N. Francisco Ave., Chicago, U. S. A. 


















ENGINEERING 








AMERICAN 
shee) B 


or Service 


* 


Write for Catalog 


AMERICAN PIPE TOOL COMPANY 
Harrison St. and Kolmar Ave., Chicago, Illinois 


IVVYVV¥VVVVVYVVVVV¥ 
AAMAMAAAAAAAAAAAA 








Domestic ENGINEERING’s Advertising 
Editorial Service makes advertising easy 
for you—all you do is clip the copy from 
your copy of the paper and hand it, with 
the cut we send you, to your newspaper. 
Only $4.20 for 12 illustration cuts. Clip 
this, attach your check for $4.20 and 
mail today. 


DOMESTIC ENGINEERING 


1900 PRAIRIE AVENUE, CHICAGO, ILLINOIS 





























| the family with notable success. 


| Masonic fraternity. 


September 17, 1927 


prominent in auxiliary circles in Philadelphia, and well 
known to many members of the association. Many mem- 
bers of both bodies were present at the funeral, held from 
the residence, 1 Lodge Lane, Cynwyd, on Friday, Septem- 





ber 2. Interment was in Westminster Cemetery. 
ROBERT M. STARBUCK CALLED BY DEATH 
Robert M. Starbuck, late senior member of R. M. 


Starbuck & Sons, Inc., manufacturers of plumbing tools 
and specialties in Hartford, Conn., died Friday afternoon, 
September 2, at the home of one of his daughters in West 


i 








Robert M. Starbuck 


Hartford, Conn., in his 85th year. Mr. Starbuck was 
born in Nantucket, Mass., and was a descendant of one 
of the earliest families settling on the Island of Nantucket. 
Me retired from business several years ago and had been a 
well-known writer on the science of plumbing until about 
fifteen years ago when his son, R. M. Starbuck, Jr., took 
over this part of his work and continued the tradition of 
Mr. Starbuck, Sr., was a 
member of the Republican Club of Hartford and of the 
He is survived by two sons and three 
He was buried 
near 


daughters, his wife having died last April. 
Monday, September 5, at Spring Grove Cemetery 


Hartford. 





HERE ARE THE ANSWERS 
(Questions will be found on page 19) 

1.—21. 

2.—The Utah State Association of Sanitary and 
Heating Engineers. 

3.—The Mills system of hot water heating. 

4.—James R. Walker of Waterbury, Conn. 

5.—Gasoline, kerosene, gas oil, fuel oil and lubri- 
cants, 

6.—Monday, September 26, at the Peabody Hotel, 
Memphis, Tenn. 
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HE Graybar Building is heated by a 
Webster Vacuum System of Steam Heat- 
ing. Other installations include the Barclay- 

Vesey Building, Roosevelt Hotel, Macy 
} ' Store, Saks Fifth Avenue, Cunard Building, 
F i Standard Oil Building...to mention only 
















a few leaders. 
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In projects of the first magnitude, whether 
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in New York or elsewhere, equipment is 
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selected only after mature consideration by 


- . Sake MSR 


acknowledged leaders in architecture and 
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engineering. Knowing that experiments can- at 

not be made because mistakes must not be 

made, they choose systems with a proven Ny 
' 


record of service— 
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Systems 
of Steam Heating 
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“Sloan & Robertson Clyde R. Place... | Baker, Smith & Co. 
Architects -- « Engineer er eo ee : Heating Contractors 
LL ee eee eee i a 








Branch Offices... Darling Brothers, Ltd., Montreal, Canada. 


WARREN WEBSTER & COMPANY * Pioneers of the Vacuum System of Steam Heating ™* CAMDEN, N. Jj. 
More bea 16.485 Webster Systems have been installed in America’s finer buildings. 
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Wolverine Tube Company, Detroit, Michigan 


Here you find the Will, the Ability and the 
CAPACITY to fill even emergency demands for 


Seamless Copper & Brass Tubing 


This great, modern plant—covering a 
city block in Detroit—has grown from 
modest beginnings ten years ago solely 
through will and ability to produce 
Seamless Copper and Brass Tubing 
that will bear your rigid inspection. 
Pure copper from deoxidized billets 
is the basis of all Wolverine Seam- 
less Copper Tubing. And for Brass 
Tube we prefer the advantages of 
70-30 alloy. » » » We have developed 
special processes for the production of 
Seamless Tubing from these metals— 
designing and building huge machines 
in our own shops to do this work. 


Not the least development—from 
your standpoint—is the operation of 
what is possibly the largest and most 
scientifically controlled electric fur- 
nace that has ever been built to handle 
copper tubing. This modern furnace 
turns out tubes of exceptional length, 
all annealed bright — absolutely free 
from scale. » * * Back of this plant is 


‘an engineering and production staff 


which is competent to understand 
and interpret your problems. 77 Send 
blue prints for quotations on coils, 
bends or tubing parts. Keep our “In 
Stock” list handy for reference. 


WOLVERINE TUBE COMPANY 


1491 CENTRAL AVENUE 


Chicago 
129 S. Jefferson St. 


WOLVER 


SEAMLESS COPPER 


Members of 
Copper & Brass Research Association 






Cleveland, Ohio 
602 Hunkin-Conkey Bldg. 


DETROIT, MICHIGAN 


Rochester, N. Y. 
206 Central Trust Bldg. 


E TUBE 


€& BRASS TUBING 


Standard Sizes 
of Copper Tubing Carried in Stock 
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WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








THE EDUCATIONAL COMMITTEE OF N. A. M. P. 


Thomas F. Nolan, president of the National Association 
of Master Plumbers, has selected John Lasette of 109 
Prospect street, Long Island City, N. Y., as a member of 
the educational committee of the national association. 
Mr. Lasette is a son of Frank B. Lasette, former president 
of the national association and active for a number of 
years in the work of that organization. The son has been 
associated with his father in the plumbing business. The 
other four members of this committee are H. Merwin Por- 
ter, chairman, Minneapolis, Minn.; Joseph E. Berger, 
Bridgeport, Conn.; Roy E. Thompson, Tacoma, Wash., and 
Robert E. Murphy, Chicago, II. 





OFFICE IN NEW LOCATION 


The Master Plumbers Council of Cleveland, Ohio, has 
recently moved its office to 301 National building in that 
city, according to announcement just issued by Secretary 
H. I. Weinzimmer. Mr. Stein is president of this organi- 
zation. 





UNIVERSITY OFFERS HEATING COURSE 

New York University, New York City, is offering a spe- 
cial three-year evening course in heating and ventilating, 
beginning the second week in September, and continuing 
ten months each year. Statements of university authori- 
ties are that the first year courses will include mechanical 
and free hand drawing, practical mathematics, and ele- 
ments of heat and heating systems. During the second 
term the students will take up practical mathematics, the 
theory of heat, the chemistry of engineering materials, and 
will spend some time in the heating and ventilating lab- 
oratory. The final year will be spent on the principles of 
heating and ventilating design and the application of these 
principles. 





DETROIT ASSOCIATION HOLDS MOONLIGHT 
EXCURSION 

On September 3 the Detroit Association of 
Sanitary and Heating Contractors gave a most 
delightful ‘‘moonlight’”’ on the steamer ‘‘Tash- 
moo.” The affair was unusually well attended 
ip spite of the fact that Labor Day fell on the 
following Monday. An excellent program of 
dancing was enjoyed by those present. 

The feature of the affair was an hour’s stop 
on Sugar Island, which is one of nature’s real 
beauty spots. Dancing was enjoyed in the island’s 
spacious pavilion. Many, however, availed them- 
selves of the opportunity to roam the many 
winding paths with which this island abounds. 
The boat returned to Detroit at 12:30 a. m., thus 
bringing to a close the last excursion of the 
Detroit season. 

The success of the affair is due to the splendid 
co-operation given the association by its mem- 





posed of: William Schonhofen, chairman; Robert Sun- 
quest, J. T. Hartung, A. H. Snyder, Charles Kalin, Victor 
Geersens, Hazen Kunkel and Henry Ziegler. This com- 
mittee is also due credit for the excursion’s success. 





TO HOLD CLAMBAKE 


The annual stag clambake of the Master Plumbers’ As- 
sociation of Reading, Pa., will be held at the Mountain 
Spring Home Association grounds on Thursday, Septem- 
ber 22, it is announced by William F. Karbell, the asso- 
ciation’s secretary. The association’s ball team staged a 
game with one representing the York, Pa., Master Plumb- 
ers’ Association, on September 2, and that evening the 
ladies’ auxiliary gave a dance at the Crystal Ball Room, 
Carsonia Park, Reading. 





VIRGINIA DIRECTORS TO MEET MONDAY 
The board of directors of the Virginia State Association 
of Master Plumbers will meet at Winchester, Va., on Mon- 
day, September 19. All members of the state association 
are invited to attend. 





SAN DIEGO ASSOCIATION PLANS TWO AFFAIRS 

The second September meeting of the Master Plumbers 
Association of San Diego, Calif., will be held on the twen- 
ty-seventh, and will be a meeting for both master plumbers 
and their wives. The meeting will be of an educational 
nature, and Fred M. Loomis of Los Angeles and Roger 
Andrews of San Diego will be the speakers of the evening. 

The annual picnic of this association will be held at El 
Monte Park, September 25, and the following committee 
has been appointed by the president to make the arrange- 
ments for the affair: E. Rohde, chairman; Guy Warner, 
George Radcliffe, E. K. Burdette, George Schulze and J. P. 
Murphy. 





bers ¢ .4 ' <a . 
vers and the jobbers of the city. The entertain The accounting class of the North Hudson, N. J., association, all of which 


ment committee in charge of the affair was com- 


received diplomas in the course 
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Top row: E. J. Caldwell; J. G. Gillespie, vice president of the 
Boston master plumbers association; H. G. Dodge of the 
Gurney Heater Mfg. Co.—Middie row: F. Ingalls; T. S. Cleg- 
horn of the Cleghorn Co.; A. A. Gatheman of the A. M. Byers 
Co.3 R. A. LaCentra; A. Gustafson of the Thermal Appliance 
Co.—Bottom picture: Thomas Swan of the Hoffman Specialty 
Co.; John Milliken of the Kennedy Valve Mfg. Co.; Fred 


Seott of the Johnson-Washburn Co.; George Anastasia of the 
H. E. Whitten Co.; Joseph Hunne of the Monroe Co.; Harry 
Marshall 


BOSTON HEATING CONTRACTORS HOLD OUTING 


The Heating & Piping Contractors Boston Association 
recently held its annual outing at the Salem Golf and 
Tennis Club, Salem, Mass. The day was ideal for golf. 
The course was in fine shape, the turf solid and the greens 
a little fast, making it very interesting for the players. 

The first prize for low gross went to A. T. Keefe with 
an 80. The second low gross was turned in by John 
Sullivan, an 85. Both were given a box of cigars. The 
first low net prize was won by C. C. Cutler, who received 
Second low net; J. D. Driscoll, a pair 
Third low net: Carl Flint, an order 
for a pair of shoes. Fourth low net: D. S. Boyden, a dozen 
golf balls. Fifth low net: W. N. Murray, a brassie. Sixth 
low net: J. P. Dwyer, a brassie. Seventh low net: P. R. 
Williams, a brassie. A golf club, to be given to the 
“best fellow” in the heating and piping trade, was donated, 
and this honor went to Frank Cleghorn, of the Cleghorn 
Company. 

P. Dwyer, having the highest gross score, was presented 
with a pair of golf stockings and two sets of miniature 
golf clubs, by A. A. Gatheman in behalf of the association. 
The putting contest was won by A. B. Franklin who re- 
ceived a dozen golf balls. The second prize, a rain coat, 
was carried off by Frank Tuttle. The third prize, won 
by Amos Bartlett of the B. F. Sturtevant Co., was also a 
rain coat. Mr. Ballard of Ballard Oil Equipment Co., 
won the driving contest with a shot of 249 yards, and 
was presented with a golf club. Henry Lynch, winner of 
the shortest drive, was also given a golf club. The honor 
of making the greatest number of fours throughout the 
18 holes, fell to A. A. Gatheman of the A. M. Byers Co., 
and the greatest number of eights went to Mr. Duccaine. 
Both were presented with a pair of golf stockings. Mr. 
Brown of Browns Letters, Inc., was presented with a 
beautiful golf club as a token of appreciation from the 
association. 

There were many other sports for those who did not 


a dozen golf balls. 
of golf stockings. 
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play golf, among those were tennis, baseball and races, 
The baseball game was won by Charles Sheehy’s team 
which was given one hundred cigars. The ball batting 
contest was won by Theo. Cutler of Keesh Madison Co., 
who received a box of cigars. The ball throwing contest 
was won by B. C. Dwyer, who received a box of cigars, 
Pipes were given to W. J. Osborn and W. Morrison for 
winning the pipe race. The shoe race was won by Mr. 
Kerrish of the Kewanee Boiler Co. The three-legged race 
was won by B. C. Dwyer and R. Vaughn, both receiving 
prizes. 

After enjoying a fine dinner, A. A. Gatheman distributed 
the prizes, and was thanked by every one for his efficient 
way of handling the affair. After a cheery reception, 
Morris Chase, president of the association, gave a short 
talk and expressed his gratification for the fine showing 
made, and said he was glad to state it was the finest 
outing the association had ever held. Frank Merrill, 
past president of the association, also expressed the feel- 
ings of President Chase, and requested that a vote of 
thanks be given to the committee on arrangements for 
their tireless efforts to make the affair such a huge success. 

The golf scores were as follows: 


Gro. Hdp. Net Gro. Hdp. Net 


A. J. Blackhall.121 40 81 Cc & Cutier...... 86 24 62 
Geo. F. Elliott..116 27 89 T. O. Callahan..137 32 105 
T. A. Ridder....105 26 79 F. P. Gilmore..124 30 94 
EK. M. Monteith.116 25 91 L. J. Tierney...144 40 104 
J: GG Bees. cscs 120 18 102 J. F. Dwyer....140 40 100 
W. H. Walker..113 28 85 C. G. Bastwick.. 94 14 80 
i ae Ree 117 25 92 -. ABER... «000% 116 30 86 
ie ee 89 8 72 P. R. Williams. .113 40 3 
D. S. Boyden... 90 19 71 Ee. RECs ores 85 16 69 
H. H. Lynch....104 21 83 Z.. Drisectl ....-. 104 40 64 
J. Sullivan. .<.<< 85 5 80 W. N. Murray... 97 25 72 
A. S. Bartlett...100 26 74 PT, BWAS: 500% 104 25 79 
A. T. Papineau... 98 22 76 J. J. Milliken...121 25 96 
T. B. Ingalls...113 30 83 A. A. Klonower,. 95 15 80 
A. A. Gatheman.121 30 91 J. P. Dwyer....124 30 94 
W. J. Osborn.... 97 19 78 . A, BROW o.00% 120 30 90 
F. A. Cleghorn..127 30 97 Fred R. Ellis...118 21 97 
H. N. Dawes....105 27 78 Louis Hurley....125 30 95 
R. A. Franklin..101 20 81 W, GA@OVEFr 2.256 128 40 88 
B. C. Dwyer....142 40 102 





MAY HOLD WEEKLY LUNCHEONS 

A committee consisting of A. H. Higham, chairman, 
H. H. Bockholt and O. S. Walsh was appointed to consider 
the advisability of holding regular weekly luncheons at 
‘the Commercial Club at the semi-monthly meeting of the 
Salt Lake City, Utah, Sanitary and Heating Engineers As- 
sociation, held September 1. The committee was also in- 
structed to make other: recommendations for the upbuild- 
ing of the association. 

A motion was passed accepting the offer of the Hoffman 
Specialty Co. to show its motion picture on October 17. 
The association plans to co-operate with the specialty com- 
pany in making the affair a success. Vice President Par- 
ley G. James presided at the meeting in the absence of 
President Harris, who was on a month’s vacation trip to 
the Pacific coast. 





DETROIT EDUCATIONAL CLUB HOLDS PICNIC 
On August 27, the North End Educational Club of De- 


troit, Mich., held its annual picnic at the Lake William’s 
Riding and Country Club. The affair was well attended, 
there being more than one hundred and fifty present. The 
outstanding events of the day were indoor baseball and 
other athletic contests. Later in the day dancing was en- 
joyed in the spacious ball room of the club. A great deal 
of the success of the event is due to Alva Roosa, presi- 
dent of the North End Educational Club, William E. Horn, 
secretary, and the members of the entertainment com- 


mittee. 
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ACS, MONTCLAIR AND VICINITY MASTERS PICNIC AT 
eam LITTLE FALLS 
ae Idlewild Park, near Little Falls, N. J., was the scene 
Co., Wednesday, August 31, of the annual outing of members 
itest of the Master Plumbers’ Association of Montclair, Bloom- 
re field, Verona and Vicinity, their wives, children, and their 
for guests from the manufacturing and supply sections of the 
Mr. trade. There were well over 100 guests in all. 
ec The bigger part of the crowd was on hand before 
sho 1 p. m., as that was the hour selected by the committee, 
made up of Charles J. Samuel, chairman, William N. 
uted Chesnut, Henry J. Williamson, Walter M. Galloway, Henry 
fent J. Weingartner and Thomas M. Keigher, for the big dinner. 
“On, Before the dinner began the master plumbers and sales- 
ore men had clashed in the traditional baseball game, seven 
ae innings being enough to prove the superiority of the 
— plumbers, the final score standing at 8 to 6. After dinner 
vienng the plumbers were called on to run a 100-yard race. This 
‘eel- proved to be the most exciting event of the day, D. B. 
| of Van Sant and T, P. Kleinback running a dead heat. Later 
for the former trimmed Kleinback, who is fire chief of West 
— Caldwell, as well as owner of the Essex Falls Plumbing 
Co., in the run-off for first prize. 
— When the salesmen were called upon to match their 
as fleetness of foot over 100 yards, L. Sudhaus, of the Rich- 
94 ardson & Boynton Co., outspurted A. Tesch, of the Spencer 
104 Heater Co., during the last few yards and took first place. 
100 Then interest shifted to a ladies’ broom polo match, a 











‘ . . ds . arian Ss 7 
team composed of the Mesdames Charles Samuel, F. M. Top row: Joseph Sprouls, past state president of Jersey City} 
72 Ingold, D. E. Van Sant, Charles Williamson, George A. A. Taaffe of Newark, national director; A. C. Krieger of 


69 Parker and Miss Eleanor Durr defeating their opponents North Hudson.—Middle row: W. R,. Scott of Crane Co.; James 
64 by a two to one score. The master plumbers’ broom polo Rogers; Fred Hoffman.—Bottom row: The committee: Wil- 
72 a .¢ . liam N. Chesnut, Henry J. Weingartner, Walter M. Galloway, 
79 team scored an even more impressive victory over the wwenry J. Williamson, Thomas M. Krieger and Charles J. 


salesmen, the final count being 2-0, the winning members Samuel, chairman 
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being Charles Grohe, G. E. Garrison, L. Helwig, A. C. 
Sandora, Car) Heider, and Frank MacDonald. 


Ladies again took the limelight in a potato race between 

teams, the fleetest quintet proving to be the Mesdames 

Henry Williamson, Jr., Walter Galloway, George Perrin, 

REG. U.S. PAT. OFF. Charles Samuel, William Roland, and Miss Evelyn K\lim- 


Difr-ensien|~Vacm ca When — ng on ms ~— anager oe = 
victors were Rober ite, D. B. Van Sant, George Doll- 
Heating 
















A FIXED A VARIABLE maier, T. P. Kleinback, George Garritson and Joseph Fay, 

* DIFFERENTIAL fem, DEGREE OF All afternoon the chefs were serving clam chowder and 
IN PRESSURE VACUUM ‘ ‘ 

sausage sandwiches, and they were well patronized, espe- 





cially after the athletic games had brought returning ap- 


A W idely Variable Heat Output petites. In the meantime, the orchestra had struck up 


some catching tunes and the dancing began. Thus the 








The Dunham Differential Vacuum Heating day passed all too quickly, and before the guests realized 
System has a widely variable heat output be- it, it was time for the automobile trip home. 
cause it operates under a wide variation in 
sub-atmospheric steam pressures, and with LYNN ASSOCIATION TO HOLD PICNIC 
steam temperatures as low as 133 degrees. The Lynn Master Plumbers’ Association, Inc., will hold 
This corresponds to an operating range of its fifteenth annual outing at Ferncroft Inn, Middleton, 
25 inches of —— as the low point. Mass., on Wednesday, September 22, beginning at 10 a. m., 
Positive economies of operation and greater it is announced by the outing committee. E. H. Harnois, 
comfort are offered by this system, which is association president, heads the committee, which con- 
receiving nation-wide recognition. This fuel- sists of J. B. Feehan, Roger Pope, R. T. Pender and 
conserving system of heating is being installed George E. Ryan. Besides a chicken and lobster dinner, a 
in all types of buildings throughout the country. baseball game, tug-of-war and other sports are scheduled. 
i A. DUNHAM CoO. WEATHER WETS PLAINFIELD MASTERS 
Dunham Building Rain in quantities large enough to drown fish couldn't 
450 EAST OHIO STREET CHICAGO make the members of the Plainfield, N. J., association 
Over seventy branch and local sales offices in the United throw in the sponge on August 27, and they held their 
States, Canada and the United Kingdom bring Dunham outing in spite of it. N. Cody was on hand early to greet 
Heating Service as close to you as your telephone. Consult . . P . 
your telephone directory for the address of our office in your everyone at Pfaff’s Farm, and he did a real job of sincere 
city. An engineer will counsel with you on any project. handshaking, ably assisted by George McVoy, William 





Hayes and Ed. Simons. 
Because of the weather, indoor sports held the interest 
| of all. At the least sign of a break in the weather, George 
McVoy would assemble all hands for a baseball game. 
The pitcher used a row boat, the catcher stayed inside a 
barn, the infielders all needed galoshes and the outfielders 
hip-boots. In spite of these handicaps the ball was batted 
all over the lake, but no score could be kept, because no 
one would officiate. 
During dinner, the crowd was entertained by Harry 


Goldberg of John J. Nesbit, Inc., who sang popular songs 
to the able accompaniments of H. M. Madden, of the U. S. 
Radiator Corp. In spite of all the handicaps, under which 
the committee labored, the outing was voted a huge 
success. 
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e F. C. Kuetemeyer, national director and president of 

DUBE Garbage Burning the Wisconsin Master Plumbers’ Association, was the 

Water Heaters principal speaker when the Northwestern Wisconsin Mas- 


ter Plumbers gathered at Irvine Park, Chippewa Falls, 
Because when you do, your customer is assured 


Wis., Saturday, August 20, for a picnic dinner. In his 
of highest efficiency and greatest economy. 











| 
| 
! HOLD FIRST ANNUAL OUTING 


——<—_-. 


address Mr. Kuetemeyer stressed the benefits of co- 
operation and organization and pointed out that great 





Note how even the Heated Gases are utilized strides had been made through these factors. Henry 
to increase the heat of the water by being con- Bergrud of Eau Claire, presided at the meeting and in- 
ducted through the storage tank tothe chimney. | troduced the speakers, while the address of welcome 


Every bit of the heat is thus consumed for 


: A ~ was given by A. L. Putnam, secretary of the Chippewa 
heating water—none is wasted in the chimney. 


Falls Chamber of Commerce. 








For real satisfaction and lasting profit, install The outing was arranged by members of the Chippewa 
Dubé Systems. Valley Sanitary Club, composed of master plumbers of 
Write today for full information. La Crosse and Eau Claire and the vicinity. About 3°! 


master plumbers and their wives and children were '0 


Ld 
DUBE BOILER WORKS attendance at the outing, which was the first of a series 


| 1244 E. 73rd St. CHICAGO, ILL. of annual affairs which are expected to be held in ‘he 
future, A family basket dinner was served at one o’clock, 
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and after it was finished, a number of games and contests 
was run off. 

The general committee in charge of the outing was 
composed of E. P. Deigman, H. E. Bergrud, D. Berntson, 
Cc. M. Davey and J. A. Dinger, all of Eau Claire. The | 
following are the officers of the Chippewa Valley Sanitary | 
Club: Ralph McQuillan of Chippewa Falls, president; 
A. F. Schanoff of Menomonie, vice president; B. Bartin- 
gale of Eau Claire, secretary and treasurer. 





LOS ANGELES PLUMBERS LEARN OF NEW 
ORDINANCE 

The recent passage by the City of Los Angeles, Calif., 
of a new plumbing ordinance has been made the occasion 
for arousing a greater interest among master plumbers 
in the Merchant Plumbers’ Association than has any other 
event in recent history. Louis Mellinkoff, chairman of the 
committee on sanitation for the association, believing that 
the ordinance should be interpreted alike by all factors in 
the plumbing industry, conceived the idea of conducting 
classes of instruction for the purpose of familiarizing 
everybody in the trade with the provisions of the new 
ordinance. 

Master plumbers and journeyman plumbers were invited 
to attend the first of these meetings, which was held at 
Master Plumbers Hall on Hope street, Tuesday evening, 
August 30. Nearly a thousand responded, far too many to 
make the work of the classes effective. At this meeting 
it was decided to divide the classes into two, meeting 
respectively on Tuesday and Friday nights of each week, 
until such time as the provisions of the ordinance should 
have been thoroughly canvassed. These meetings will 


continue for several weeks. 
The first meeting was made the occasion for conferring 








\ 
és 





Top picture: G. W. Foster of the American Radiator Co.; 
Peter Sylvester and W. M. Rummel, both of the Mineola 
Plumbing Supply Co., Inc.—Middle picture: Mrs. J. C. Metcalf, 
Mrs. W. Metcalf, Mrs. W. J. Bloeth, Miss Louise Bloeth, Mrs. 
C. Fritz, Mrs. T. Schneider, Miss R, B, Fritz and T. Schneider. 
—Bottom picture: P, L. Chapman and H. W. Weiss, both of 
the W. A. Case & Son Mfg. Co.; James B, Loughran, president 
of the association. Photos taken at the recent annual outing 
of the South Shore, Long Island association. See story on 

next page 5 


In Service 


That’s where the real test of 
any product is made — in 
service and that’s where 


Enterprise shows up on top. 


There’s a certain lasting 
fineness about every Enter- 
prise brass fitting that 
makes customers continue 
to remember them. 

















They remember you — the 
plumber who installed En- 
terprise quality —for the 
way these fittings stand up. 


Get our catalog and keep it handy. 


ENTERPRISE BRASS WORKS 


Muskegon 33 Michigan 








When you use Trenton Brass Fit- 
tings on your jobs you take no 
chances. 


} They have a reputation for stand- 
ing up on the job no matter what 
the conditions. 


TRENTON BRASS & MACHINE CO. 
TRENTON ‘8 ‘1 NEW JERSEY 


Represented by Rollin C. Wilson 
7 E. ind St., New York, N. Y. 

261 Franklin St., Boston, Mass. 

21 N. Broad St., Philadelphia, Pa. 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 
service. 

Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 











and 
Convenience 
PROTECTION because cracked sections and burned 


boilers are next to impossible with a McDonnell & 
Miller Duplex Water Feeder. 
CONVENIENCE because you can forget the water- 
line—manual control is eliminated. 
That’s why McDonnell& Miller Duplex Water Feeders 
are so popular with heating contractors. 

Ask for Bulletin D 5. 


MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 


Eastern Warehouse Stock, Bush Terminal, N. Y. 
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“EAFCO” 


Here is an exceptionally 
easily installed refriger- 
ator drain. It is made in 
three types: deep, shallow 
and plain. Customers find 
it gives complete satisfac- 


tion and plumbers make 
good profits from it. 





CAST IRON 
REFRIGERATOR DRAINS 


Ask your jobber 
EASTERN FOUNDRY COMPANY 


Boyertown Pennsylvania 
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a graceful tribute upon Albert A. Bennett, chief of the 
plumbing department of the city. A handsome gold badge 
was presented to him by Lawrence Stuffler, president of 
the Los Angeles Merchant Plumbers’ Association. Upon 
its back there is engraved the following: ‘‘Presented to 
Albert A. Bennett, Chief Plumbing Inspector of the City of 
Los Angeles, by the Los Angeles Merchant Plumbers’ Asso- 
ciation and Journeyman Plumbers’ Union, No. 78, as a 
token of appreciation of the many years of his loyal service 
in the interests of sanitation.”’ 

The outline of the work to be effected by means of the 
schools was given by Mr. Mellinkoff, who was followed by 
addresses from Chief Plumbing Inspector Bennett and by 
representatives of the City Building and Supply Commis- 
sion. 


RAIN DELUGES FIRST OUTING 
It rained on Long Island on Saturday, August 27. And 
with its customary habit of raining on the just as well 





| as the unjust, the first annual outing of the Master Plumb- 


Protection | | 


ers’ Association of South Shore, Nassau County, did not 
escape the deluge. The affair was scheduled for one o'clock 
in the afternoon at the Lights Club, Freeport, N. Y., with 





Left insert: Randolph M. Taylor, secretary of the association. 
—Top picture: A. Ziminsky, M. Kaffin, A. Bost, H. Widder 
and Charlies F. Fritz, vice president of the association.—Bot- 
tom picture: back row, John Rogers, zone delegate, L. J. Red- 


mond and 0. C, Horton; bottom row, Mrs, Henry Widder, Miss 

Margaret Urban and Mrs, 0. C. Horton.—Right insert: Wil- 

liam Dunker. Photos taken at the recent annual outing of 
the South Shore, Long Island association 


sports and field games and the like to be staged during 
the afternoon hours. 

However, the Lights Club is near the water, and of 
course on rather low ground. So when the rains 
descended, the playing field shortly became a sheet of 
water, and the baseball game and other sports were neces- 
sarily called off. The boat ride suffered the same fate, not 
due to lack of water underneath but to too much over- 
head. As a result, only a small portion of the crowd ar- 
rived early in the afternoon. By the time dinner was 
ready to be served at 6 p. m., however, a gathering of 
over 100 was ready to enjoy the excellent dinner. 

The officers and the entertainment committee were very 
much on the job, however, and did their best to counter- 
act the effects of the bad weather by making everyone 
feel at home. William Bloethe was chairman of the com- 
mittee, and had as his assistants William Metcalf, Wil- 
liam Dunker, James Loughran, Randolph M. Taylor and 
Charles F. Fritz. The officers include James B. Loughran, 
Freeport, president; Charles F. Fritz, Freeport, vice-presi- 
dent; Randolph M. Taylor, Rockville Center, secretary, 
and William W. Metcalf, Rockville Center, treasurer. 
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W omen’s eA uxtliartes 


San Francisco Auxiliary Holds First Fall Meeting 

With an eye to the approaching winter season, the ladies 
of the San Francisco, Calif., Auxiliary are looking for- 
ward with keen anticipation to the social events scheduled 
for the near future. The ladies held their first autumn 
meeting at Master Plumbers’ Hall, 120 Page street, Thurs- 
day afternoon, September 1. Following the disposition 
of routine matters, their president, Mrs. Victor Petersen, 
appointed Mesdames Carl Seipp and J. J. McLeod as a 
committee on arrangements to handle all details connected 
with the first of the winter’s activities, a whist party to be 
held tonight, Saturday evening, September 17. 
Oakland-Berkeley-Alameda Ladies Entertain with Cards 

Association Hall, at 538 Twenty-fourth street, Oakland, 
Calif., was the scene of a successful whist party on Thurs- 
day afternoon, September 1, when the members of the 
ladies’ auxiliary turned out in sufficient numbers to fill 
ten tables. When the score cards were all tallied up, it 
was found that Mrs. E. Long was high, with 122 points. 
Honors were also gained by Mrs. Ola Mattley who scored 
117, Mrs. B. R. Sias with a 114 card, and Mrs. F. J. 
Kockritz, fourth, with a total of 113. A feature of these 
delightful parties is the consolation honor which went 


to Mrs. Eva Compton. The committee in charge was 
headed by Mrs. Victor L. Aikins, assisted by Mesdames 
J. W. Rankin and James Rankin. Delicious refreshments 
were served. 
Wichita, Kans., Auxiliary in New Quarters 
The Women’s Auxiliary of Wichita, Kans., is now lo- 
cated in its new quarters at 313 Sedgwick Building. This 
room was given to the auxiliary by the Wichita Master 
Plumbers’ Association, and the ladies are very proud of 
it. Members are busily engaged in fixing up the room, so 
that it may be used at any time by members and friends 
who desire to rest and visit. 
Officers of Hutchinson, Kans., Auxiliary 
Recently elected officers of the Women’s Auxiliary, of 
Hutchinson, Kans., are as follows: President, Mrs. C. E. 
Wilkie; vice president, Mrs. D. E. Arnold; recording sec- 
retary, Mrs. A. P. Riggs; corresponding secretary, Mrs. 
Bert Ebersole; and treasurer, Mrs. W. T. Polley. 





Burlington, Wis.—William C. Zacharias, Wauwatosa, 
has been awarded the heating contract for a creamery. 











Top: Group picture taken at the Camden, N, J., outing. Bot- 
tom picture: Ladies and children attending the Camden out- 
ing, held recently at Silver Lake Park, Clementon, N. J. 
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New Business Uentures 


Fall River, Mass.—The Walter J. Mitchell Co. has in- 
corporated to do plumbing and heating contracting. In- 
corporators are Pomela Mitchell, Walter J. Mitchell of 
638 Robeson street, Fall River, and John W. Reynolds. 

Kent, Wash.—Forrest Reynolds has engaged in the 
plumbing and heating business in the Rogers building. 

Scottsbluff, Nebr.—Ralph Johnston has opened up a 
plumbing shop at 2033 Avenue E. 

Hartford, Conn.—The F. R. Deming Company has in- 
corporated with a capital of $50,000 to engage in the 
plumbing and heating business. The incorporators are: 
Frank R. Deming, 91 Britania street, Meriden; Pauline 
Nadler, and Alfred C. Hartwell of Sherbourne, N. Y. 

Klamath Falls, Ore.—T. J. Scott, Sr., and T. J. Scott, 
Jr., have engaged in business as the Scott Plumbing and 
Electrical Co. 


Eugene, Ore.—Jesse J. Godlove has engaged in the 
plumbing and heating business at 56 East Seventh street. 


Malden, Mass.—Abrams & Yessin, Inc., is a new com- 
pany organized to conduct a plumbing contracting busi- 
ness. Incorporators are Louis I. Yessin, president; Harry 
Abrams, 133 Harvard street, Malden, treasurer, and 
Esther Dress. Mr. Yessin has conducted a successful 
plumbing business at 292 Bryant street, Malden, for 
several years. 


New Haven, Conn.—The Jacobson Plumbing & Heating 
Co. has incorporated with capital of $25,000. Jacob 
Jacobson, 74 Anthony street, heads the new company. 


Building News 


While few reports of extremely large operations have 
been made during the week, enough have come in on 
contemplated building projects which are in figures of 
seven digits, to indicate that building is holding its own, 
at least as far as larger buildings are concerned. The 
diversity of the types also shows that no one particular 
type is being built to the exclusion of others over a period 
of a few months. 


Cleveland, Ohio—The National Town and Country Club, 
Hollenden Hotel, will ask for bids about October 1 on a 
club house to be erected at Euclid avenue and East 
Twenty-fourth street. The project will cost $2,500,000 
and embraces a swimming pool, dining club, and bed- 
rooms. George Post & Son, 101 Park avenue, New York 
City, are the architects. 

Portland, Ore.—W. W. Lucius, architect in the Lewis 
building, has been commissioned to draw plans for a 
theater building to cost about $1,000,000, for Henry 
Duffy, manager of the Duffy Players. Working in con- 
junction with Mr. Lucius will be Harry Herzog, of the 
architectural firm of Bennes & Herzog, Chamber of Com- 
merce building, who will handle the interior arrangements. 
Besides housing the theater, the building will contain 
stores. 

New Orleans, La.—The plumbing contract on the $1,- 
000,000 Marberc Hotel, Canal and Loyola streets, has 
been let to the American Heating and Plumbing Co., 829 
Baronne street. 

Rochester, N. ¥Y.—The Masonic Temple building com- 
mittee has recommended to the Masonic advisory board 
and to the board of trustees that the contract for the new 
Masonic Temple be let to Stewart & Bennett, Rochester 
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contractors. The entire cost of the building is estimated 
at $1,500,000. 

Sacramento, Calif.—Plans are about complete for the 
$2,000,000, 16-story, steel and brick Financial Center 
building to be erected at Seventh and J streets for the 
Financial Center Co. Geo. C. Sellon & Co., California 
State Life building, are the architects. 

Montgomery, Ala.—Revised plans for the $1,000,000 
high school building with 58 class rooms for this city will 
soon be ready for general contract bids, according to an- 
nouncement by Frederick Ausfeld, Montgomery architect. 

Cleveland, Ohio—The Cleveland Club, G. Rutherford, 
chairman building committee, 2725 Prospect avenue, will 
erect a 12-story club building with two swimming pools 
at a cost of $2,000,000. 

Spokane, Wash.—L. N. Rosenbaum, of West Coast 
Theater, Inc., is having plans prepared for a structure 
on Sprague and First streets, to cost about $1,400,000. 


Washington, D. C.—The Standard Engineering Co., 
2129 I street, N. W., Washington, D. C., has both the 
plumbing and heating contracts on the $1,000,000 first 
unit of the $3,000,000 group of buildings for the Acacia 
Mutual Life association at First street and Indiana avenue. 

San Francisco, Calif— With the letting of the struc- 
tural steel contract recently, work will be under way be- 
fore very long on the $2,000,000 hotel building to be 
situated on the southeast corner of Sutter and Powell 
streets. It will be a 22-story structure containing 500 
rooms and baths. The architects are Weeks & Day, 
Financial Center building. The contractors are Lindgren 
& Swimerton, 225 Bush street. 


Fort Worth, Tex.—The erection of a _ twelve-story 
apartment hotel, to cost over $1,000,000, is to start soon 
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on the site of the Burkburnett home at Rio Grande and 
Summitt avenue. 

Macon, Ga.—Bids for two new units at Wesleyan Col- 
lege have been asked by the trustees. The two new 
units on which plans have been given to contractors for 
the preparation of bids are expected to involve an expendi- 
ture of about $1,500,000, the buildings to be ready for 
the opening of the 1928 fall term. 


Schools 


Providence, R. I.—Architect J. W. Donahue, 1242 Main 
street, Springfield, Mass., is completing preliminary draw- 
ings for the proposed college unit to be constructed on 
Eaton street and River avenue for Providence College. 
The project will probably cost about $250,000. 

Indianapolis, Ind.—Plans have been completed for a two 
wing addition on the Technical High School by Vonnegut, 
Bohn and Mueller, 610 Indiana Trust building. The board 
of school commissioners will expend $250,000 for this 
work. 

Indianapolis, Ind.—Butler College will erect a struc- 
ture embracing a swimming pool and gymnasium at a 
cost of $500,000. F. S. Cannon, 21 Virginia avenue, is 
the architect. 

Louisville, Ky.—Lewis, Warren and Ronald, 1001 
Realty building, are the consulting engineers in charge of 
heating, ventilating and plumbing on the Western Girls’ 
High School to be erected here for the Jefferson County 
Board of Education at an early date. 

Coushatta, La.—Plans and specifications will be ready 
for general contract bids soon on the 2-story reinforced 
concrete brick and stone trim fireproof high school build- 
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ing here, to cost approximately $113,000. 
Nolan, Maritime building, New Orleans, 
the project. 


William T, 
is architect for 


Washington, D. C.—Contracts for the heating of three 
schools were awarded recently. The Hines Junior High 
School was awarded to the W. L. Gary Co. for $24,600, 
the Bruce school to the Casey Engineering Co. for $14,289 
and the Cardoza school to James P. McCurdy for $9,860. 

Auburn, Wash.—The University Plumbing & Heating 
Co., of Seattle, submitted the low bid to install the plumb- 


| ing and heating work in the new high school with a figure 


of $22,800. 
the structure. 


Architect William Mallis, Seattle, planned 


Milwaukee, Wis.—Bids are being taken for a $375,000 
school, of which G. F. Wiley is the architect. 


Memphis, Tenn.—The board of education has ordered 


| plans prepared for a $500,000 Crockett Technical High 


———— —— 


EE ————— 





School. 

Fort Smith, Ark.—The board of education is having 
plans prepared for a new high school building to cost 
$550,000. 

Wichita, Kans.—Architect Glenn H. Thomas is prepar- 
ing plans for a $750,000 high school building to be lo- 
cated at Thirteenth and Rochester streets. 


Baraboo, Wis.—Bids are being received for the $290,- 
000 high school to be built here. Claude and Starck, 
Maaison, the architects, have completed the final plans. 
Castleton, Vt.—A new dormitory and heating plant will 
built at the Vermont State Normal School from plans 
by Arthur H. Smith, Gryphon building, Rutland. 

Berkeley, Calif.—Plans will soon be under way cover- 
ing two large building units for the University of Cali- 
fornia, aggregating a total expenditure of $650,000, both 
of which will be situated on the campus 
| grounds. One will be a $250,000, five-story, reinforced 
concrete building for the life science department; the 
other will cost $400,000, and will be of three or four-story 
reinforced concrete construction, and is to be known as 
George W. Kelham, 315 Mont- 
is the architect for both of 


be 


structures 


the infirmary building. 
gomery street, San Francisco, 
structures. 

Oakland, Calif.—Plans are being completed by the 
local Building and Grounds Department of the Board of 
Education for a $270,000, two-story, brick addition to 
the present school building at Twenty-sixth avenue and 
Myrtle street. It will contain 20 classrooms and gym- 
nasium. 


these 


Los Angeles, Calif.—A building permit has been applied 
for by the local Board of Education, Chamber of Com- 
merce building, to cover the erection of a two-story, 
25-room school building, 200x218 ft. It will cost $135,000 
and is to be situated at the Monte Vista school site, 5423 
Monte Vista street. John R. Kibbey is the architect. 

Bowling Green, Ohio—The Board of Education, E. Fries, 
clerk, will erect, at an early date, a high school structure 
to cost $350,000. S. P. Stewart and Son are the architects. 

Frankfort, Ky.—Plans have been completed and bids 
are open for a girls’ dormitory costing $100,000 to be 
erected for the Kentucky Normal and Industrial institute. 
Frankel and Curtis, Lexington, are the architects. 

Bethany, W. Va.—Preliminary sketches have been made 
by A. L. Thayer, Greer Building, New Castle, Pa., for two 
brick and steel dormitories to be erected here for Bethany 


College at a cost of $350,000. 


Corpus Christi, Tex.—Work on the first unit 
Catholic college for boys has been started at a cost of 
$100,000. 

Boston, 


of the 


Mass.—Paul Caputo, Chamber of Commerce 
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building, Quincy, has been awarded the contract to build 
a new high school building in the Henry Grew School 
District in the Hyde Park section. The cost is estimated 
at $1,123,550. According to the plans as prepared by 
Architects McLaughlin & Burr, 88 Tremont street, the 
structure will comprise two floors and basement and be 
built of red brick with limestone trimmings. 

Boston, Mass.—On recommendation of the Boston 
Schoolhouse Commission a contract has been awarded to 
the Matthew Cummings Co., 43 Tremont street, for the 
construction of the new Horace Mann School for the Deaf, 
which is to be built on Kearsarge avenue, in the Roxbury 
section. The contract bid was $439,750. The plans were 
drawn by Charles R. Greco, 11 Beacon street, and provide 
for a structure of two stories and basement, to be built 
of red brick with limestone trimmings. 

Arlington, Mass.—C. S. Henry & Co., Inc., 82 Devon- 
shire street, Boston, have been awarded the contract to 
erect a junior high school building, at Tufts and Foster 
streets, according to plans drawn by the Frank Irving 
Cooper Corp., architects, 172 Tremont street, Boston. 

Wellesley, Mass.—The Simpson Bros. Corp., 77 Summer 
street, Boston, has been awarded the contract to build 
Hazard Davis Hall, the new dormitory at Wellesley Col- 
lege. The plans were drawn by Architect Charles Klauder, 
Philadelphia, Pa. 

Boston, Mass.—Bids have been closed and the contract 
will be awarded soon for a new elementary school building, 
to be erected in the Longfellow School District, in the West 
Roxbury section. Plans for the structure have been pre- 
pared by Architects Newhall & Blevins, Inc., 9 Park street. 
The estimated cost is about $200,000. 


Winchester, Mass.—V. J. Kenneally, 256 Dover street, 
Boston, has been awarded the heating contract for the new 
grade school. The general work is to be done by Z. A. 
Houle of Lowell. Architects Kilham, Hopkins & Greeley, 
9 Park street, Boston, drew the plans. 

Williamstown, Mass.—The Sawyer Construction Co., 
Boston, has been awarded the contract to build the Leh- 
man Hall Dormitory for Williams College. Plans drawn 
by Cram & Ferguson, Boston, provide for a building of 
fire-proof construction, of brick and limestone, three 
stories, 30x100 ft. in size. 

Winnfield, La.m—Herman J. Duncan, Alexandria, has 
been chosen to draw plans and specifications for the two- 
story brick high and grammar school buildings to be 
erected here at a cost of approximately $160,000. The 
plans will go on the market for general contract bids 
immediately on completion. 

Kingston, R. I.—Bids will be called for soon for a 





Al. Marienthal, director; E. P. Giberson, director; A. W. Phil- 


lips, director. Photos taken at the recent annual outing of 
the Detroit association 
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gymnasium and drill hall unit to cost $100,000, and a 
library and auditorium building to cost $150,000; both 
to be erected here for the Rhode Island State College. 
Bigelow, Kent, Willard & Company, 31 St. James avenue, 


Boston, are the architects. 


Storrs, Conn.—Architect Delbert K. Perry, 17 Court 
street, New Britain, is expected to have plans ready for 
bids after September 20 for the three-story and basement 
classroom and laboratory building to be erected at the 
Connecticut Agricultural college for the State of Con- 
necticut. 


Edgewood, R. I—Bids will be received soon for the 
proposed 10-room grammar school on Beachmont avenue. 
| William R. Walker & Son, 49 Weybosset street, 
| dence, have prepared plans for a concrete and stone 
structure to cost $200,000. It will be two stories high, 
70x120 feet, with a basement. 

Providence, R. I.—Tentative plans are under considera- 
tion by the House of the Good Shepard Convent for the 


| construction of three or four additional units, which will 


cost several hundred thousands of dollars. Architect 
Ambrose J. Murphy, 25 Fenner street, has been retained 
to draw preliminary plans. 


Apartments and Ffotels 


Los Angeles, Calif.—Preliminary plans are being pre- 
| pared by E. Northman, 3052% West Pico street, for a 
four-story brick apartment to contain 48 suites. It will 
be situated on Grand avenue near First street and will 
cost approximately $125,000. 


San Francisco, Calif.—Architect E, E. Young, 2002 
| California street, has completed plans for a seven-room 
concrete building to contain 48 two and three-room apart- 
ments, to be located at Turk and Webster streets. It 
will cost about $150,000. 

Aberdeen, S. D.—A. L. Ward, 1216 North Main street, 
is taking bids on the construction of a $300,000 hotel. 


St. Louis, Mo.—N. Alpern has the general contract for 
a $420,000 apartment building at 5506-32 Wabada street, 
for the Argyle Realty Co. 

Hornell, N. ¥.—Dr. D. T. Saunders has bought the 
property at Collier and Main streets, and is having 
plans made for the erection of a large modern apart- 
ment house. The present building will be removed, util- 
izing the entire space for an apartment. 

San Antonio, Tex.—Jud & Ormond, 703 North Flores 
street, have the $100,576 plumbing and heating contract 
in the erection of the 14-story, 250 room Plaza Hotel An- 
nex on Willita street. 

Murray, Ky.—The National Hotel System, 317 North 
Eleventh street, St. Louis, Mo., is having plans prepared 
for a hotel structure to be erected here at a of 
$150,000. 

Cleveland, Ohio—A 48-suite apartment structure calling 
for an expenditure of $400,000 will be erected by the 
Van Sweringen Realty Co., Marshall building. Small 
and Rowley, 1836 Euclid avenue, are the architects. 

New Orleans, La.—The American Heating & Plumbing 
Co., Inc., 829 Baronne street, has been awarded the plumb- 
ing and heating contract on the 15-story Marberc Hotel 
at Canal street and Loyola avenue. 

Charlottesville, Va.—Morris D. Brown, of the Lee Park 
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cost 


| Apartments Co., will soon take bids on $225,000 apart- 
| ment building. 
Milwaukee, Wis.—Wenzel & Henoch Co., has beet 


awarded the heating and plumbing contract for a $150,000 
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apartment building to be erected at Fourteenth street 
near Cedar. 

Cape Girardeau, Mo.—Architect R. K. Knox, H. & H. 
Bldg., will take bids about Sept. 20 on a 6-story hotel for 
the Cape Girardeau Hotel Co. to be constructed on corner 


of Broadway and Fountain street. 


Columbia, Mo.—The Simon Construction Co. has gen- 
eral contract on The Tiger hotel and theater building, to 
cost $500,000, and be located on Eighth street, between 
Broadway and Cherry street. 

Oklahoma City, Okla.—The Travahoma Hotel Co., of 
which R. M. Funk, 136 West Thirty-third street is presi- 
dent, will soon call for bids on a $500,000 structure. 

Los Angeles, Calif.—A six-story and basement, Class-A 
addition to the Kipling Hotel, 4067 West Third street, 
100x100 ft. in size, is to be built at once. The new build- 
ing will contain 110 rooms and 100 baths. The cost is 
estimated at $225,000. 


Los Angeles, Calif.—Plans have been prepared by Archi- 
tect Adolph L, Leicht, 462 North Vermont avenue, for the 


first lighthouse hostelry of the chain of such institutions 
planned by Aimee Semple McPherson. The cost will be 
$275,000. The proposed building will be 150 ft. in height, 
62 ft. in diameter at the bottom and 45 ft. at the top. 
It will contain 100 rooms. 


Los Angeles, Calif—Working plans have been pre- 
pared for a five-story, 100-room hotel building to cost 
$125,000 to be erected on Western avenue, near Council 
street. J. M. Close, 241 North Western avenue, is the 
architect. 

Clintonville, Wis.—M. B. Quall has been awarded the 
plumbing and heating contract for the $125,000 hotel 
now under construction. His bid was $15,685. 

Milwaukee, Wis.—Bids are being received for an apart- 
ment building having 70 apartments, to be built at 2040 
Michigan street. Allan J. Kenney is the engineer. 

Dana Point, Calif.—Working plans are being prepared 
by Architect Charles A. Hill, 2699 Beechwood drive, Los 
Angeles, for a three-story hotel building to contain 100 
rooms. . 

Sacramento, Calif.—Preliminary sketches have been 
prepared by Frederick S. Harrison, People’s Bank build- 
ing, for a $120,000, five-story, brick and concrete hotel 
and store building, to contain 112 rooms and six stores. 

Cincinnati, Ohio.—Plans have been completed here for a 
50-suite apartment house to cost $150,000. The owner 
is Morris Blossom, 521 Freeman avenue, and the architect 
and engineer is M. A. Kuller, 825 Rockdale avenue. It 
will be erected at 4390 West Eighth street. 

Glendale, Calif.—General contract for the erection of 
a four-story, 100-room, apartment building on Glendale 
avenue, costing $170,000, has been awarded to Yale 


Brothers, 512 East Colorado street. 


Los Angeles, Calif.—Plans have been prepared by C. 
W. Powers, 605 Hibernian building, for a six-story and 
basement apartment house on Berendo street, between 
Seventh and Eighth. The structure will contain 21 double 
and 35 single apartments, and is to cost about $200,000. 

Buffalo, N. Y.—A new $250,000 apartment house will 
be erected at 916 Delaware avenue, to be known as the 
916 Delaware Avenue Apartments. 

St. Louis, Mo.—An eight-unit apartment estimated to 
cost $250,000 is to be erected on South Kingshighway, it 
was announced here. C. E. Etz is the architect for the 
building. 

- Indianapolis, Ind.— Bennett Kay, architect and engineer, 


788 Lemcke building, is preparing plans for a twelve-story 
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46 Horse Power Century Type SC Squirrel 
Cage Induction 3 and 2 Phase Motor 


Century Wool-yarn System of 


Lubrication Protects Bearings 
Against Abrasion 


The Century Wool-yarn System of Lubrication, 
standard on all one horse power and smaller 
Squirrel Cage Induction 3 and 2 phase Motors, 
completely filters all oil before delivery to the 
bearing surfaces—protecting them against abra- 
sive wear. In addition, brass dust caps and 
collars placed in the bearing-housing openings 
make them as dust-tight as is possible to build 
them. 


Only continuous, unbroken strands of pure 
wool yarn are used—the highest grade of 
material available. 


At least one year’s continuous 24-hour- 
per-day operation is assured, without re- 
oiling. 


surfaces by capillary attraction of the pure 
wool yarn. 


Oil is conserved indefinitely. «Leakage 
tendencies are eliminated because there is 
no drain plug at the bottom of the oil 
well. 


3 Oil is constantly delivered to the bearing 


Century Squirrel Cage Induction 3 and 2 phase 
Motors are built in all standard sizes from 14 to 


75 horse power. Temperature rise not more than 
40 degrees Centigrade. 


Century Electric Company 
1806 Pine Street : St. Louis, Mo. 


33 Stock Points in the United States and 
more than 50 outside thereof 
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Catalog describing revolving head and 
lathe type machines, on request. 


The Merrell Mfg. Co., Toledo, Ohio 
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NE Gleockle Radiator nose, 
makes your job easier when 


you are installing radiators and it 
makes your customer’s job easier 
in keeping the space under and in 
back of radiators clean. 


Make your next job Gleockle hung. 


Your jobber has them 


A.F.GLEOCKLE, Jr. 


415 Bay St. Rochester, New York 


/ 














PAINE TOGGLE BOLTS 


The Only Spring Type Wing on the Market 


The wings open instantly 
in any position in hollow 
material. 


Any style head 
Any length bolt 
Standard bolt 
threaded to head 


Requires no guiding—Just 
insert — The spring does the 
rest. 


guensanananenne 


Samples on request— no charge 

THE PAINE COMPANY 

2947 West Carroll Avenue 
CHICAGO, ILLINOIS 

79 Barclay St. New York City 
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SIGNET FLOOR DRAINS 
No Flooded Basements 


Where the Signet Drain is installed there can be no backwater. 
A perfectly reliable trap that automatically keeps out sewage, gas 
and germs 


Always works. 
Nothing to get out 


of order. Brass 
working parts sub- 
merged. 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 








Patented 

_ Crampton-Farley 
Write for 
Details Brass Co. 


Kansas City, Mo. 
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» | hotel to cost $500,000 which will be built at a down. 


| town location. 
N Orleans, La.—Weiss, Dreyfous & Seiferth, archi- 
tects, .taison Blanche building, have announced plans and 
| specifications will soon be ready for bids for an 18-story 
| addition to the Jung hotel for Peter Jung, Sr., Peter 
Jung, Jr., and Arthur L. Jung. 
Grand Portage, Minn,—A syndicate of Chicago, Minne- 
| apolis and Duluth men is being incorporated under the 
name of Hotel Voyageur, Inc., and will build a 60-room 
modern hotel including a swimming pool on top of a 100- 
foot cliff overlooking Lake Superior, to cost $100,000. 
Arthur Hanford, 212 Sellwood building, Duluth, is the 
architect. 
Deadwood, S. D.—The Franklin Hotel Co., owners of 
the Franklin hotel, will build a 50-room addition to cost 
$100,000. An architect has not been selected. 


Institutions 


Canton, Ohio—The heating and plumbing contracts for 
a hospital to be erected here by Stark County have been 
the Kaufman Plumbing Co. on a bid of 


awarded to 
$124,413. 
Boston, Mass.—The John Bowen Co., Roxbury, has been 
awarded the contract to build a nurses home on Long 
| Island, in Boston Harbor, by the City of Boston Institu- 
| tions Department, at a cost of $118,550. Plans were 
| drawn by James H. Ritchie & Associates. Other projected 
improvements at the Long Island plant are expected to 
| cost in the neighborhood of $1,000,000. 

Cambridge, Mass.—A contract has been awarded to 
Joseph Ruge, 80 Boylston street, Boston, to build the 
Richard Homberg Memorial Infirmary for the Massachu- 
setts Institute of Technology. Plans for the building were 
prepared by Architect Edward F. Stevens, 45 Newbury 
street, Boston. 


River Glade, N. B., Can.—The contract for the installa- 
| tion of the plumbing and heating systems in an extension 
| to the Jordan Memorial Sanatorium, has been awarded 
| to Byrne & McGeouch, St. John, N. B. The new building 
| is to be used as an infirmary in connection with a tuber- 
| culosis treatment hospital established by the late Mrs. 

Jordan. The construction of the building is now under 
| way. 

Lakeville, Mass.—J. J. Callakan & Sons, 19 South street, 
Brockton, have been awarded the heating and plumbing 
contract for the surgical unit to be erected by the Com- 
monwealth of Massachusetts at the Lakeville State Sana- 
torium. 

Worcester, Mass.—The Worcester City Hospital will re- 
ceive bids shortly for the construction of a $500,000 
nurses home on Jacques avenue. Fuller and Delano, 44 
Front street, are the architects for this project. 


Cedar Falls, lowa—L. M. Smith has been awarded the 
plumbing and heating contract in the three-story, 40x40 
ft. hospital being built by the Sartori Memorial Hospital 
Association. Ralston & Ralston, 218 Pioneer National 
| Bank building, Waterloo, are the architects. 

The Dalles, Ore.—Claussen and Claussen, architects in 
the Macleay building, Portland, have received word from 
the state department at Salem that they are commissioned 
to draw plans for the new Tuberculosis Hospital here. 
The cost of the original plant as authorized by voters, will 
be $100,000. 

| San Haven, N. 
| Company, Minot, with a bid of $21 





D.—The Minot Plumbing & Heating 
,290, has been awarded 
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the plumbing and heating contract in the addition to the 
state infirmary. J. A. Shannon, Devils Lake, is the archi- 


tect. 

Oklahoma City, Okla.—Contract for a $150,000 addi- 
tion to the Oklahoma General Hospital has been awarded 
to the A. C. Kreipke Construction Co. 

Yankton, S. D.—The Sacred Heart Hospital will build 
an addition to cost $175,000. An architect has not been 
selected. 

Syracuse, N. Y.—The Clarmer Co. has been awarded 
the contract for building the addition to the Onondaga 
Ceneral Hospital at a cost of $150,000. The new building 
will be three stories. 

Stockton, Calif.—State Architect George McDougall, 
Forum building, Sacramento, is completing plans for the 
$250,000 hospital for the State of California, to be situated 
here. The unit will consist of three two-story, reinforced 
concrete buildings with accommodations for 360 patients. 
Bids will be called for about October 1. 

Reno, Nev.—Work will be resumed shortly on the re- 
maining construction in connection with the men’s ward 
of the state asylum located in this city. $70,000 will 
cover the remainder of the work on the two-story, concrete 
and brick unit of the institution. F. J. DeLongchamps, 
Gazette building, is the architect. 

Stockton, Calif.—J. H. Carpenter, 29 East Willow street, 
was awarded contract to erect the first unit of the new 
county hospital, consisting of nurses’ home and superin- 
tendent’s office. Russell Guene and V. Oglow Lappa, 1017 
Ray building, Oakland, are the architects. 

Concord, N. H.—Alfred S. Kellogg, 89 Franklin street, 
Boston, Mass., is the heating and ventilating engineer for 
the new nurses’ home at the State Hospital. Orr & Rolfe 
have the contract for the heating, and Frank D. Leighton 
has been awarded the plumbing contract. 


Chandlies 


St. Louis, Mo.—The plumbing contract has been let to 
C. Monvihan and Sons, 2007 Olive street, in the erection 
of the $240,000 Monastery at Clayton and Price Roads. 

Coral Gables, Fla.—The Blake Plumbing Co., 212 North- 
east Fourth street, Miami, has the plumbing contract in 
the erection of the $64,000 first unit of a $500,000 group 
of buildings for the Roman Catholic Church of the Little 
Flower. 


Ardmore, Okla.—The Southwest Heating Co., 1915 Pa- 
cific street, Dallas, Tex., has the heating contract and 
W. H. Ellison, has the plumbing contract in the erection 


of the $125,000 Broadway Baptist church here. 





Attractive showroom maintained by the J. C. St. John Plumb- 
ing and Heating Co. at Colorado Springs, Colo. 
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leased Customers 
rosperous Plumbers 


go hand in hand wherever 


BADGER 
Copper Hot Water Boilers 


are installed. The superior service, 
clean, rust-free hot water and long 
life obtained by these high quality 
copper boilers, that are tinned all 
over the inside are your best selling 
arguments. 


And when you can back them all 
with a moderate cost—every up- 
to-date plumbing contractor will 
find it easy to make the sale. 


Don’t overlook the half round head 
construction that means extra 
strength and safety. 


Write for descriptive bulletins. 


E.B. BADGER & SONS CO. 
75 Pitts Street Boston, Mass. 
NEW YORK TULSA; OKLA. 

271 Madison Avenue Mid-Continent Building 


Representatives in all Principal Cities 
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Acheson 


Catalog ‘‘B”’ 
Just Issued 


It contains a full and com- 
plete line of Brass Fittings 
and Plumbing Specialties 
with the Latest Revised 
Lists. Many new special- 
ties not shown in previous 
catalog. 





on ek eu” 


Every plumber and jobber should have a copy 


ACHESON MEG. CO. ®xX"" 
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Utica, N. W. 
Collins, pastor, plans the erection of a modern new pa- 


rochial school to cost $130,000. 


Our Lady of Lourdes Church, Rev. James 


Charleston, W. Va.—-Preliminary plans have been com- 
pleted by Warne, Tucker and 
$325,000 church and Sunday school building. 

North & Stewart of Boston 
are preparing plans for a church for the Methodist Epis- 


Patterson, architects, for a 


Adams, Mass.— Woodbury 


copal denomination. C. T. Phelps is chairman of the 
building committee. 
Monterey, Calif.—Plans are about complete for the 


new $100,000 San Carlos Catholic Church building to be 
erected in Miss Julia Morgan, Merchants Ex- 
change building, San Francisco, is the architect. 


this city. 


The A. F. Lange Heating Co., 1377 
Harrison avenue, has recently been awarded the follow- 
ing contracts: Lutheran Church, Westwood; North 
College Hill Methodist Church, North College Hill; Trinity 
Lutheran Church, Mt. Healthy; and an office structure at 
3025 East Sixth street. 


Cincinnati, Ohio.— 


Grace 


Cincinnati, Ohio.—A brick church will be 
erected at a cost of $200,000 at Ohio and Calhoun streets 
by the Third Evangelical Congregation, Rev. G. L. Grauer, 
829 Walnut street, pastor. W. C. Jones, 19 South LaSalle 
is the architect. 


two-story 


street, Chicago, 


The First Baptist Congregation will erect 
Avenue, near Second street, to cost 


Elyria, Ohio 
a new edifice on East 
between $250,000 and $300,000. 

Salem, Ore.—At a total cost of $125,000, a Presbyterian 
church will be built in this city, the general contract hav- 
ing been Tranchell and Parelius, and the 


plumbing and heating to Sturges and Sturges, both Port- 


awarded to 


land firms. 





heater. 


| Holyoke Kerosene_Heater 
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Kerosene Water Heaters are Profitable 


The outlying districts where gas is not supplied are 
wonderful fields of endeavor for selling The “Holyoke” 
Kerosene Water Heater. 

The latest improvement of this outstanding heater is the 
Swing Burner. This new design simplifies the cleaning 
of the burner and wick and results ina more satisfactory 
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NG unicipal and Government Worh 


Watertown, S. D.—Bids will soon be taken by the 
Codington County Board of Commissioners for a three- 
story court house to cost $350,000. U. L. Freed, Water- 
town, and Perkins & McWayne, Sioux Falls, are the 
architects. 

Breckenridge, Minn,—The 
Heating Co., Wahpeton, N. 
plumbing and heating contract in 
court house being built at a cost of $180,000. Buechner 
& Orth, 500 Shubert building, St. Paul, are the architects. 


Wahpeton Plumbing & 


D., has been awarded the 


the new two-story 


Lewiston, Ida.—The United States Bureau of Fisheries 
will erect an immense salmon hatchery on the Clearwater 
river above this city just below the dam now being con- 
structed across the Weyerhauser timber interests. The 
Oregon Fish commission will co-operate with the federal 
bureau in the operation of the hatchery. 

Cambridge, Mass.—Architect Charles F. Greco, 11 Bea- 
con street, Boston, has been commissioned to draw plans 
for an addition to the Registry of Deeds Building, to 
be erected in East Cambridge for the Middlesex County 
Commission at a cost of approximately $240,000. 

North Platte, Neb.—McMichael Bros. have the general 
contract for construction of a $225,000 court house. 

Akron, Ohio—The U. S. Treasury Department will erect 
a new post office here at an expenditure of $550,000. 
J. A. Whetmore, U. S. Treasury Department, Washington, 
D. C., the supervising architect, is revising plans to allow 
for future additions. Bids open on October 15. 

Warren, Me.—The town is to erect a public library from 
plans by Charles T. Loring, 7 Water street, Boston, Mass, 





Ilion, N. ¥.—Jenkins and Muddman, of Utica, have been 











Gold Medal Awarded ‘tHolyoke’’ Heaters Sesquicentennial 
International Exposition, Philadelphia, 1926 


+ Holyoke Heater Company, Holyoke, Mass. 
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awarded the contract for the erection of the new munic- 
ipal building on their bid of $98,400. The Standard 
Plumbing and Heating Co. was awarded the plumbing 
contract. 

Delton, Wis.-—A. Thomas of Kilbourn has been awarded 
the plumbing contract for the memorial town hall and 
library now under construction. 

Green Lake, Wis.—Joseph Lennon, Berlin, has been 
awarded the contract to build the central heating system 
for the court house and jail. 


Stores and Office Buildings 


Milwaukee, Wis.—The Brown Plumbing Co., Chicago, 
has been awarded the contract to install the plumbing 
system in the $300,000 Sears, Roebuck & Co. store to be 
erected at 2101 Fond du Lac avenue. George C. Nimmons 
& Co., and George Wallace Carr are the architects. 

Austin, Tex.—Bids will be opened here within the 
next 60 days for construction, by Ernest Nalle, son-in-law 
of former Governor James E. Ferguson, of a ten-story 
office building to cost between $450,000 and $600,000. 

Bridgeport, Conn.—Uppercu Cadillac Corp., 532 Fair- 
field avenue, is to lease the new showroom and garage 
to be erected at 1025 Fairfield avenue for Edward A. 
Lambert. From plans by Fletcher-Thompson, Inc., 542 
Fairfield avenue, the building will be 100x250 ft., esti- 
mated to cost $150,000. Bids will be called for soon. 

Galveston, Tex.—Andrew Fraser is preparing plans for 
an 11-story office building for the American National In- 
surance Co. 

Kansas City, Mo.—O. O. Concannon, 1227 Grand avenue, 
has the general contract for the construction of an 11-story 
office and store building for J. H. White. 

Louisville, Ky.—Plans are under way at the office of 
Architect J. Preston Bradshaw, St. Louis, Mo., for a 
garage and store building to be erected here at a cost 
of $300,000. 

Baton Rouge, La.—A new telephone exchange to cost, 
with equipment, $1,250,000, will be built here depending 
on the decision of the people to take an increase in rates, 
it has been announced by C. A. Stair, Louisiana manager 
of the Southern Bell Telephone & Telegraph Co. 

Los Angeles, Calif.—Foreman & Clark have authorized 
the drawing of plans for a 90x100 ft. Class A store build- 
ing to be erected at Seventh and Hill streets. Curlett & 
Beelman, 1020 Union Bank building, are the architects. 

Detroit, Mich.—The general contract for the construc- 
tion of the $100,000 addition to the First National Bank 
building has been let to the Otto Misch Co. 

Seattle, Wash.—Peck & Hills Furniture Co., through 
President J. C. Hills, has announced the purchase of a 
site 240x120 ft. at the corner of Terry avenue and Denny 
Way, on which will be erected a furniture and warehouse 
building costing $500,000. 

Racine, Wis.—Bids will be taken soon for a $500,000 
office building to be erected here. 

Charleston, W. Va.—Contract for the heating and 
plumbing work has been let to the West Virginia Heating 
and Plumbing Co. for the $100,000 addition to the office 
building for the United Fuel Gas Co. at Quarrier and 
Dunbar streets. 

Greensboro, N. C.—W. W. Dick, 246 Bellemeade street, 
has the heating contract and Hunt Brothers, 407 Walker 
avenue, the plumbing contract in the erection of the 
$700,000 addition to the American Exchange National 
Bank building. 
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“TOLEDO” FLOATS 
(Solderless) 


Toledo Floats are guar- 
anteed to last as long as 
the toilet itself. There is 
nothing to wear out as the 
float is made of the finest 
copper. There are no 
soldered seams to come 
apart and leak. 





Write for quotations 


REICHERT FLOAT & MFG. CO. 
2238 Smead Ave. Toledo, Ohio 





The Bullard Roof Fiange 


Bullard Roof Flash- 
ings are made of the 
finest virgin metals. 
They are solderless 
and so will not pull 
apart at the seams 
when being caulked. 





Your jobber has them. 


THE BULLARD 
SPECIALTY CO. 


TIFFIN OHIO 











The Baltimore Quality Line 


PLUMBERS’ CAST BRASS GOODS 


BALTIMORE VALVE CORPORATION 
BALTIMORE, MD. 
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The Rathbun 


The many features of the Rathbun 
Automatic Electric Cellar Drainer 
satisfy the whole wants of your 
customers in one compact, reliable 
portable appliance that is efficient 
and economical. 

Write for literature and further details. 


he Jathbun Co. 


1036 Beaubien St., DETROIT, MICH. 
— _ — 
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HESSLER 








adid NOW! 


The Hessler 
Roof Flange 
isn't an exper- 
iment, it’sa proven 
meritorious prod- 
uct that has been 
on the market for 
years. 


Not only has it been on the 
market but it has enjoyed a wide 
sale. Everywhere, plumbers 
demand the HESSLER because 
they know from past perform- 
ance that they can depend upon 
it entirely for easy installation 
and long hard service. 


From your jobber. 


H. E. Hessler Co., Syracuse, N. Y. 



































A Steady Source 
of Profits 


SHER-WHITE Drain Board 
Covers are finished in glistene 
ing white enamel. They are 
fast sellers because they ap- 
peal to the housewife's sense 
of cleanliness. Suggest them 
whenever you are on a job. 





Pat. Nov. 25, 1919 and April 28, 1925 
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1OT* & HENDERSON STREETS, JERSEY CITY, N.¥ 
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Dallas, Tex.—The plumbing and heating contract hag 
been let to the Dallas Plumbing Co., 1425 McKenney 
street, in the erection of the $400,000 office building under 
construction for R. E. Burt and associates. 

Milwaukee, Wis.—Bids are being taken for a $100,000 
dormitory and store building to be erected at Thirteenth 
and Clybourn streets. Allan J. Kenney is the engineer. 

Arctic, R. I.—-Architects Hutchins & French, 11 Beacon 
street, Boston, are preparing plans for a bank building 
for the Centreville National Bank. 

Springfield, Mass.—Contracts for plumbing and heating 
the addition to the office building of the United Electric 
Light Co. are being asked. Plans are by Kirkham & 
Parlett, 25 Harrison avenue, Springfield. 

Buffalo, N. Y.—A. Victor & Co. will build a new store 
and office building at 17-27 West Genesee street at a 
cost of $600,000. 

Cincinnati, Ohio—Contracts for the remodeling of the 
Big Store building at Seventh and Race streets have been 
awarded as follows: heating, M. H. Crane Co.; plumbing, 
Richard Murphy Plumbing Co.; ventilating, Young and 
Bertke. 

Fostoria, Ohio—The Union National Bank, A. W. Allen, 
president, will erect a bank and office building at a cost 
of $225,000. 

Indianapolis, Ind.—Pierre & Wright, architects, 1133 
Hume-Mansur building, are preparing plans for a sixteen- 
story business structure at College avenue and Thirty- 
eighth street to cost $100,000. 

Jacksonville, Fla.—The new four-story utilities build- 
ing to be located on Laura street between Bay street and 
the St. Johns river will be erected by D. D. Thomas and 
Son at a cost of $115,600. 

New Orleans, La.—Plans and specifications are 
ready for sub-contract bids for the construction of a 
3-story brick and stucco commercial building at 736 St. 
Charles street for the Liberty Realty Corporation, accord- 
ing to announcement by the architects, Lockett & Chachere, 
Balter building. 


Portland, Ore.—Paul C. 


now 


Harbaugh, president of the 
Pacific States Investment Co., Pacific building, has an- 
nounced that Clausses and Claussen, architects in the 
Macleay building, have been commissioned to draw plans 
for a structure for commercial purposes, eight stories high 
costing $350,000, located at Third and Alder streets. 

Seattle, Wash.—I. G. Navarre has the plumbing contract 
on the $150,000 sales and service building under con- 
struction at Eleventh avenue and Pine street for the W. 
L. Eaton Co., and McNeal-Taylor Co., has the heating for 
the structure. 


Seattle, Wash.—Wenzler & Ward have the plumbing 
and heating contract on a store and apartment building 
to cost $165,000. Plans were drawn by O. F. Nelson. 

Minneapolis, Minn.—Conner’s Plumbing & Heating 
Company, Inc., 827 Second avenue South, has been 
awarded the plumbing and heating contract for the two- 
story office building being built at Ninth street and Mar- 
quette avenue by the W. B. Foshay Co. to cost $300,000. 
Magney & Tusler, Inc., 116 South Ninth street, are the 
architects and engineers. 

Oakland, Calif.—W. H. Picard, Inc., 5656 College ave- 
nue, was awarded the plumbing, heating and ventilating 
contract on the new California State Automobile Associa- 
tion building, to be situated at the corner of Grand avenue 
and Staten street. 

Oakland, Calif.—Plans have been completed by the 
Arthur Young Co., architects, 339 Fifteenth street, for a 
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$145,000, five-story and mezzanine floor, reinforced con- 
crete and steel, second unit of the physicians’ office build- 
ing. It will contain 53 suites and will be located at 
Thirtieth avenue and East Fourteenth street. 

Minneapolis, Minn.—P. H. Phillips will build a three- 
story store and office building at 313 Fifth avenue South, 
to cost $150,000. Perry E. Crosier, 915 New York Life 
building, is the architect. 

Tulsa, Okla.—The plumbing contract has been let to 
J. L. Heath Plumbing Co. in the erection of the Scientific 
and Technical Building for the International Petroleum 
=xposition. 


Industrial 


Stoneham, Mass.—C. W. Houghton, 422 Main street, 
has been awarded the plumbing, and J. C. Higgins, 580 
Massachusetts avenue, Cambridge, the heating contract 
for the addition to the E. L. Patch Co. plant. 

Pittsburgh, Pa.—The Chaplin-Fulton Manufacturing 
Co., 2836 Penn avenue, is taking bids on construction of 
a $100,000 addition to its brass manufacturing plant. 

Richmond, Va.—A $350,000 garage will be erected on 
the northeast corner of Sixth and Franklin streets, accord- 
ing to a permit issued by Building Inspector H. P. Beck. 

Grafton, W. Va.—A trades and shop building will be 
erected here at a cost of $100,000. R. A. Gill, Fairmount, 
has completed plans. 

San Fernando, Calif.—A $500,000 moving picture pro- 
duction plant will be located on a large tract at Olive 
avenue and California street, for the Sterling Productions 
o., Joseph Rock, president. 

San Francisco, Calif.—Rodoni-Becker & Co., 455 Tenth 
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street, were awarded the plumbing contract for the $200,- 
000 concrete warehouse and salesroom, to be situated on 
West Ninth, near Bryan street. 


(lubs and Lodges 


Lincoln, Nebr.—A new $600,000 lodge. building will be 
built by the Masonic Building Corp., Fred W. Tyler, presi- 
dent and chairman of the building committee. Meginnis 
& Schaumberg, Nebraska State Bank building, and James 
Tyler, Richards building, are the architects. 

Chelan, Wash.—Bids will be received by the Odd Fel- 
lows building committee for the construction of a two- 
story fireproof lodge building. J. W. Anthony, secretary 
of the lodge, has the plans. 

Haverhill, Mass.—John J. Gaffney, Lawrence, has been 
awarded the heating and plumbing contract for the new 
Lafayette Hall, which is to be built for the St. Jean 
Baptiste Society at 41 Lafayette Square, according to plans 
prepared by Architect J. G. Clothier, 9 Lansing avenue. 

Madison, Wis.—Nussbaum Bros. have been awarded the 
plumbing contract for the fraternity house the Phi Gamma 
Delta fraternity is building. 

Brockton, Mass.—Seville Council, Knights of Columbus, 
is planning the erection of a clubhouse and headquarters 
on West Elm street at a cost of about $125,000. It will 
be constructed of brick with stone trimmings. 

Minneapolis, Minn.—The Beta Theta Pi Fraternity, 
George B. Palmer, chairman of the building committee, 
will soon receive bids for the construction of a two-story 
fraternity house at Sixteenth and University. Ellerbe & 
Company, 692 Endicott building, St. Paul, are the archi- 
tects. 
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GUARANTEED 


LL Dahlquist patented Aquatherm Copper Range Boilers are g. aranteed 

in writing for 25 years and their life actually greatly exceeds this 

uarantee. Made of pure Lake copper, th. y render a life time cf trouble- 
ree hot-water service regardless of severe water con i i. ns. 
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Included in the range boiler is the famous Dahlquist patented 
Aquatherm device which draws hot water directly from the source 
of heat and converts the boiler into a quicker hot-water supply and 
storage system at the cost of the boiler alone. 


‘30|| 







Dahlquist Aquatherm Copper Boilers are made in all standard 
capacities from 25 gallons upward and in test pressures to meet 
any condition. They can he furnished with heaters operating 
with either gas, kerosene oil, electricity or coal so that regardless 
of what fuel is available Dz alhquist combinations can be installed. 


The first cost cf the Dahlquist patented Aquatherm Copper Range 
Boiler Combination is slightly more than for inferior types but 
its first cost is its last cost. 








Give your customer the benefit of Dahlquist hot-water service 

















Write at once for the Dahlquist Data Book and full information 
regarding all Dahlquist problems. 


DAHLQUIST MANUFACTURING CO, 


America's largest copper boiler makers - 
54 W. Third St. So. Boston, Mass. fal 
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© FITTINGS FOR ALL TANKS 








NORTHERN 
INDIANA | 
BRASS CO. | 
ELKHART 
INDIANA 
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Don’tBe Content 


With ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 





Made in 
All Lead—Copp Gal ized 
Iron 


Every Flashing Adjustable 
Every Flashing Perfect 





Manufactured only by 


SIMPLEX MFG. COMPANY, 213W. Austin Ave., Chicago 








GhAe 
“EDDY 


SINK’”’ 


Showing FLAT 
RIM type set in 
tile. Note the 
integral compart- 
ments. An extra- 
ordinary value at 


ordinary prices. 





Write for Catalog. 


THE D.A.EBINGER SANITARY MFG.CO. 
200 Lucas Street, COLUMBUS, OHIO 


Manufacturers also of Ventilated Closets, Urinal Wash Sinks, 
Drinking Fountains and Steel Partitions for Toilet Rooms. 
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S: wimming - Pool News 


Aberdeen, S. D.—The Northern Normal 
School will build a swimming pool. W. M. Oates is secre- 
tary. 

St. Cloud, Minn.—A. D. Wahl has the contract for con- 


struction of a wading pool in Hester Park. 


Industrial 


Bellingham, Wash.—The Old Settlers’ Association of 
Whatcom County is planning the construction of a swim- 
ming pool in Pioneer Park. J. B. Wilson, John Slater 


and C, E. Fitzgerald are the committee having the matter 


in hand. 

Shoshone, Ida.—The city has been petitioned to com- 
plete and maintain the swimming pool started by the 
Study Club. 


Santa Monica, Calif.— Ford & Becker, 607 South West- 


' ern avenue, Los Angeles, will build a swimming pool at 


nen 
35 


their $350,000 club house to be constructed here, 


Atlanta, Ga. 
planning on 


Charles M. Ford and T. Frank Calloway 


are acquiring the Perkerson estate, to de- 


velop into a park and recreation resort, and will con- 
| struct a swimming pool. 
Charlotte, N, C.—W. D. Wilkinson, chairman of the 


| in 











Ffeats Water With Water 


Makes separate water heater unnecessary. 
Saves 50. to 70 f fuel bills. 
Installed in either oil or coal fired boilers. 


Operates in summer and winter with equal satisfaction. 


Supplies hot water to over half a million people 


Sold only through the trade 


‘BELL & GOSSETT COMPANY 


3000 WALLACE ST CHICAGO, ILLINOIS 
Cleveland, Ohio, 2281 Scranton Road 
E. McCloskey, L. H. West, 
318 Planters Bldg., St. Louis, Mo 182 2nd St., Milwaukee, 
Eastern Distributors 
McDermott Water Heaters, , 101 Park Ave 


Wis. 


Inc . New York City 





Ce 


National Playgrounds Association, is planning the de- 
velopment of athletic grounds. A swimming pool will be 
included. 


Louis, Mo.—Benj. G. Brinkman, manager of Forest 
resort, is to enlarge the 


St. 
Park Highlands, an 
swimming pool. 
Kansas City, Mo.—A swimming pool is to be included 
the nurses’ home, $225,000, to be built at 
the General Hospital. 

Gastonia, N. C.—The 
Cc. C. Armstrong, West 
the construction of a swimming pool. 


amusement 


to cost 


Gaston Country Club, of which 


Airline street, is president, plans 
Cincinnati, Ohio—Plans are under way to erect a 
swimming pool on the estate of Mrs, Pape at Observatory 
road and Stettinus avenue. The architect is John H. 
Deeken. 

Hutchinson, Minn.—Plans are being considered for the 
construction of a municipal swimming pool on the South 
side the near Main street, the project to be 
financed from of lots deeded to the city by the 
Hutchinson family. J. F. Miculecky is the city clerk. 

Caledonia, Minn.—A campaign has been started by the 
Business Women’s Club for the construction of a municipal 
T. J. Schiltz is the village recorder. 


river 
sale 


of 


swimming pool. 

Ellendale, N. D.—The city plans the development of a 
park including a skating rink and a swimming pool. 

Estherville, lowa.—A municipal swimming pool will be 
built soon, A. O. Peterson is the city clerk. 

Cincinnati, Ohio.—Bids are open here for three swim- 
ming pools to be erected by the City of Cincinnati. They 
will be located in the following playgrounds: Valley Park, 
on Colerain avenue; Zeigler Playground at Thirteenth and 
Sycamore streets; Hannum Playground on McMicken 
avenue, 

Millen, Ga.—L. E. Lowery will develop an amusement 
resort, including a swimming pool to be fed by an artesian 





| well. 

S:. Petersburg, Fla.—The city has let the contract to 
John H. Bull for construction of wading pools in South 
Waterfront Park. 


The Harmony Baptist Church, colored, 
W. Wilson is pastor, is erecting a gym 


Sherman, Tex. 
of which Rey. J. 
nasium, to include a swimming pool. 
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ANOTHER NUT FOR THE WISE-CRACKERS 

Let’s have the correct answer to this one: 

A certain king decided that he would shut the gates of his 
city, putting a heavy guard at each gate. The guard was to 
question each man who tried to gain entrance to the city. If 
the man lied, he was to be hanged; if he told the truth he 
was to be admitted. And those who told the truth and were 
admitted were to be rewarded by greater riches and honors. 
You will see that the king was looking for a wise man and 
had shown progress over the method followed by Diogenes. 
Poor old Diogenes hoofed it around with a lantern; the king 
sat back and waited. 

Many hundreds of men came to the city. When questioned 
by the guard, each made answer; then the guard inquired 
into the truth of the answer. And for many days, every man 
who knocked at the city’s gates found himself swinging in 
the wind a short time afterwards. No doubt the king was 
getting discouraged—it would discourage any king if he had 
to prove that his whole kingdom was made up of liars. 

One day, however, a man came to the gates. “Where are 
you going?” asked the guard. “To be hanged,” answered the 
man. 

What should have been done with the man? Should the 
guard march him off and hang him? Or take him to the king 
to receive great honors? 

Answer that and you'll be suitably rewarded 
nut to crack, 


with another 


WHO'S GOT YOURS? 
The rain though raining every day 
Upon the just and unjust fella, 
Falls chiefly on the just because 
The unjust has the just’s umbrella. 
T. E., New York. 


THEY DO LOSE THEIR TEMPERS AND SAY SOME 
AWFUL THINGS 

The golfers playing an important match were annoyed by 
a slow couple in front of them. 

At one hole there was a particularly long wait. One of 
the offending members of the foursome ahead was dawdling 
on the fairway, the other two had moved up close to the 
green, while the fourth searched industriously in the rough. 

At length the two men who were playing off their match 
game could hold their tongues no longer. 

“Why don’t you help your friend find his ball?” one 
shouted, indignantly. 

“Oh, he’s got his ball,’’ the man replied blandly. “He’s 
looking for his club now.” T. N. O’F., Los Angeles, Calif. 





‘I'm writing a song.” 
“What's its subject matter?” 
“It doesn't.” 





ONE OF HARVARD'S SONS WROTE THIS 
FOND MOTHER: “Yes, my dear, the girl who marries my 
son will get a prize.” 

DAPHNE: “What a topping idea! Is it a cash prize, or 
what?” HARVARD LAMPOON. 
“SY” SEZ 
Bill: “Great gobs of goldfish. How did you get that black 

eye?” 
Hank: “Some guy cracked me with a ripe tomato.’ 
Bill: “What! You don’t mean to say a ripe tomato did 
that.” 
Hank: “Yeah; this one had a can around it.” 


’ 


Auto Salesman (in sales room): “What type of car do you 
like?” 

Man from Street: “None of them. I just came in here to 
be among a few I don’t have to dodge.” 

To interest Americans in the “Star Spangled Banner”: Have 
some one prohibit the singing of it. 

“SY” MARTIN, Owensboro, Ky. 

The new crop of graduates has now been ploughed under 

and they feel it. uw < SZ. 
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Safe, Simple, Sure! 


Clean that New, 
Remodeled or Old 


HEATING 
SYSTEM 


with 


VINCO 


Save yourself the Bother, Expense and Uncertainty 
of Blowing Boilers Over the Top. 





rarer remo, 


ERTIFIES YO 














In New and Remodeled Systems 


VINCO powder corrects foaming, priming, surging, sluggish 
steaming, incomplete circulation, poor radiation, excessive 
uel consumption, spitting air valves, trembling steam gauge 
and damper regulator, water gurgling in radiators. 


In Old Systems 


The cost is one-half the cost for New or Remodeled 
Systems. 


Specified by foremost architects and heating engineers. 
Stocked by leading jobbers. 


THE VINCO COMPANY, INC. 
75 Vesey Street FA New York, N. Y. 








—_ 


A Complete, 
Efficient, 


Water Service! 











A complete, compact unit 
that embodies everything 
necessary for home water 
supply. Capacity of 120 gal- s 
lons an hour and up, from ‘ > 
deep or shallow wells. Quiet 
in operation, self-lubricating Get this Book 
and automatic. Entirely pro- “Hy e 
ow to have Run- 
tected by the GALVAZINK aiianiieeill 
Coating. Crankcase oil can Gras, SCopy 
of which is waiting 


never enter the water supply. 
Economical and easy to in- for you, contains 
some valuable in- 


stall. A water system with 
desirable features that your formation. May we 
send it, together 





customers will be quick to 


see. with details of our 
dealer proposition? 
Please write today ! 


FLINT & WALLING MFG. CO. 
76OAK ST. KENDALLVILLE, IND. 


= ~-GALVAZINK PUMPS 
‘ \ HOOSIER PUMPS 
# HOOSIER ) MO UL-tm Bearings” 
~ i” * STAR 


WINDMILLS 
REGISTERED TRADE MARK-US.DAT.OFFICE 
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| Bath a Day Movement 


The old idea of education has gone by the boards. Children 
| are being taught to look around the world in which they live, 
| and to find out how to live most suc- 

cessfully in that world. That means 


practical education—and the so-called 
“project method” 1s designed to give 
: . ; 

the child a practical grip on the reali- 
ties of life—to train him for living in 


a world where practical knowledge is 
| oe . 

| the best groundwork for living any kind of a life—even an un- 
practical one. 


| 


HAT’S why “The Story of the Bath” has met with 

such fine response. In one hundred and sixty-five 

cities and towns in the United States the booklet 

\ has been used as supplementary reading. With its prac- 

| tical message of better health through more frequent 

bathing, presented in such an interesting and illuminating 
fashion, it has met with the approval of educators. 


The result has been a kind of publicity for the plumb- 

| ing craft which can’t be bought with money. You can’t 

| get just any kind of a booklet into the schools of Amer- 

| ica. In the first place, the material the schools will use 

| must offer something practically: helpful. ‘‘The Story of 
the Bath” does that. And the material mustn’t be de- 
signed just to advertise any business directly. 


| Now, “The Story” gets over that health message, and 
the service of the plumber to the community, in a very 
| good way, without any objectionable direct advertising— 
| yet so definitely that the place of the plumber in the com- 
| munity is certainly bettered in the minds of those who 


} 
| have read the booklet. 


If you’ve never read “The Story of the Bath,” write us 
| for a free copy. You'll want to use it to help your busi- 
| ness. 


Epigrams—For Your Use 


| 
| 
A fool and his father’s money are soon separated. 


* * * 


Women are jealous of echoes because they get the last 


| word. 
' * 7 . 


| Spending your vacation is another way of spending your 
: | money. 

* * * 

| When scenes are shifted many a pretended friend shows 
| up as an enemy. 

* * * 

Men—don’t make fools of yourselves. The women can 

do it much better. 






Turn your search- 
light on the true 


source of profits + * * 


Children should try to raise their parents in the right 
way. 











Dennis D. LeBlanc, plumbing contractor of Shediac, N. 
B., Can., is recovering from severe injuries on the head. 
Mr. LeBlanc had been driving on the highway into Shediac, 
when his car became disabled. It proved necessary for 
him to make some temporary repairs, and while adjust- 
ing a part under his car, he was struck by a passing car, 
just as he emerged from beneath his own automobile. It 
was found that, while the cuts and bruises were severe, 
| there was no fracture of the skull as had been feared. 


A full line of Brass 
Fittings and every one 
tested. Make every 
job a profitable one. 


THE HAYDENVILLE 
COMPANY 


Haydenville Mass. 








| Kannapolis, N. C.—A new $250,000 bleachery will be 


} 


| erected at the Cannon Manufacturing Company. 
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here— 


and here 


The arrows direct your eye to the points of Rika (& 
Pipe Wrench superiority: the guaranteed housing 
which will not break or distort—the powerful full- 
floating hook jaws with accurate pipe scale—the 
adjusting nut which runs free and easy under all con- 
ditions—the powerfut I-beam handle—the jaws which 
will not lock on a pipe—and the handy hang-up hole 
in the handle. Plumbers by the thousand have proved 
to their own satisfaction that FrifexI[& provides the 
nearest to pipe wrench perfection. 


Sizes 6” to 48” at your Jobbers 


THE RIDGE TOOL CO. 


Dept. D Elyria, Ohio 





and here— 





























and also 
here 






















EADING PIP 


GENUINE WROUGHT IRON 


THOS. SMITH & BRO. 
MASTER PLUMBERS 
11] MAPLE AVE., CAMDEN .N.). 


ESTIMATE 





E | 























An alternate bid gives them what they want 


HERE is no “‘take it or leave it’’ attitude when 
an “‘alternate bid’’ is submitted. The customer 


has his choice, and you are fully protected on the 
price quotation and an extra profit will come to 
you on the quality bid. The customer has his 


choice of ordinary steel pipe or of Reading Genuine 
Wrought Iron Pipe, with a life of service two to three 


times longer than steel. 














All Reading Genuine 
Wrought Iron Pipe 
carries a spiral band 
of knurling—an iden- 
tification visible even 
through paint or gal- 
vanizing. 


Through Reading national advertising the public 
knows that it is the “‘pipe that endures.” 


Your extra profit will come through the time saved in cut 
ting and threading, less handling of tools and minimum 


spoilage of pipe. 
"" A satisfied customer gets what he wants—and satisfied 
™~ customers are the plumbers’ greatest assets. 
A supply of these stickers will be sent on receipt of 


post card. 


READING IRON ~ READING IRON COMPANY 















COMPANY READING, PA. 
Reading, Pa. World’s Largest Manufacturers of Genuine Wrought Iron Pipe 
Baltimore Cincinnati Pittsburgh 


Please send me a supply of 


: “ “ ae Boston Detroit Cleveland 
camanes ‘eae aia Buffalo Houston St. Louis 
Chicago Los Angeles Shreveport 
‘.. Minneapolis New York Tulsa ; ; , 
Name _ Philadelphia Seattle Reading Nipples of Genuine 





Wrought Iron are sitively 
identified bya band of knurl- 
ing. 
Address__ - = 





City and State. 





3s; ae 
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FATENTS 


Plumbing Department 


1,635,415. Boiler Stand. Samuel E. Hopper, Crafton, 
Pa. In a boiler stand, a nipple for attachment to a boiler, 
a pipe-fitting attached to the lower end of the nipple and 
having a lateral opening and a vertical opening through- 
out its length, a faucet connected to the lateral opening, a 


fitting closing the lower end of the pipe-fitting and hav- 


ing a downwardly-open 


socket, a leg having its 
ae | 


upper end in the socket, 
Be pe i | 8 HY 
||] 


and a base supporting the 
lower end of the leg. 
ME | 













1,637,320. 





“A 
Mar 





1,635,415. 


1,637,320. Sink Fixture. Frank F. Burfitt, Portland, 
Ore. A sink fixture comprising a frame made from plastic 
material, a fitting within and disposed centrally of said 
frame, a valve disposed in said frame at each side of said 
fitting, nipples connecting the valves and fitting, gland 
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RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 
No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 


Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 























nuts connecting the nipples with the fitting, and a soap 
container removably connected to said frame and adapted 
to form a closure to the frame. 
* * * 
73,185. Soap Dispenser. Martin W. Levernier, Win- 
netka, Ill. The ornamental design for a soap dispenser, as 
shown. 
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1,636,907. 








1,636,907. Water Heater. Albert L. Hall, Los Angeles, 
Calif., assignor, by mesne assignments, to August J. Hart- 
field, Huntington Park, Calif. A water heater comprising 
a casing, a pair of water heating coils in said casing, said 








+ a 
“SURE-TITE” 


Combined Foot-Valve and Strainer 
apn You can rest assured that with 
Peters “Sure Tight’? Combined 
Foot-Valve and Strainer you can 
get positive action for ,it elim- 
inates pump trouble. Ample 
waterway is allowed and the 
poppet seats firmly. Furnished 

in four sizes. 


Write for particulars. 


PETERS PUMPCO., Kewanee, Ill. 





WILLIAMS 


HEATING 


Oil-O-Matic is the largest selling 
domestic oil burner in the world. To 
be an Oil-O-Matic dealer is to have 
everything in your favor when offer- 
ing oil heat to prospects. The best 
is always the easiest to sell. 


Write for full details. 


WILLIAMS OIL-O- —— HEATING CORP. 


BLOOMINGTON FY * ILLINOIS 

















coils being intercoiled between each other and connected 


You Save! 


The Graves Pipe Bender, Vise Stand 
and Tool Box puts money in the 
bank for you every day. 

Write for full 


details of this 
remarkable 


combination. 


W. L. GRAVES 
Hatfield : Mass. 
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Deel 


Why are there more than 
30,000 SEPCOS? 


Because wherever electric service is 
available, home and building owners 
have been quick to see the great econ- 
omies and conveniences of the Sepco 
Electric Water Heater. 


And _ be-:ause 
plumbers 
have been 
quick to see 
the great 
profit pos- 
sibilities of 
Sepcos. Let 
us tell you 
all about it. 


























Write for full 
information 
on the Sepco 
Franchise — 

today. 


AUTOMATIC 
ELECTRIC 
HEATER CO. 


1505 Race St. 
Philadelphia, Pa. 
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at their upper ends, the lower end of one coil being con- 
nected to a water supply pipe, two tubes extending through 
said coils, the lower end of one tube being connected to 
the lower end of the other coil, the upper ends of said 
tubes being connected together, and the lower end of the 


other tube leading from the casing. 
- * - 


1,637,230. Valve for Built-in Plumbing Fixtures. Lu- 
cien W. Mueller, Decatur, Ill., assignor to Adolph Mueller, 
trustee, Decatur, Ill. In a valve of the character de- 
scribed, the combination of a casing comprising a main 
body portion provided with inlet and outlet openings, 
separated by an interior partition provided with an open- 
ing, and a lateral tubular extension which is exteriorly 
threaded and provided adjacent its outer end with an 
interior thread, a nut engaging the exterior thread on 
said tubular extension and adapted to be turned thereon 
into close engagement with a wall or body, a tube within 
the lateral body extension having its inner end commu- 
nicating with the opening in the said partition and pro- 
vided with an interior compression thread, said tube being 


| provided with an interior valve seat and with a lateral 


opening that communicates with one of the openings in 
the body portion, a valve adapted to control flow through 
the valve seat within the tube and having its stem ex- 
tending outward through the tube and tubular body ex- 
tension and provided with a threaded section engaging 
said compression thread, a plug engaging the interior 
thread at the outer end of the tubular body extension 
and confining the valve seat tube in position, an escut- 
cheon surrounding the outer end of the tubular body 
extension and the portion of said retaining plug projecting 
therefrom, and a member engaged with said plug and 
providing an annular flange that extends over and engages 
the outer end of the escutcheon, for the purpose described. 
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Results Count 


Here are seven reasons why you should spec- 
ify BIGNALL & KEELER pipe threading 
machines 


Prompt service Low upkeep cost 

Ease of operation Ample power 
Correct thread shape 

Quick change of size, taper or thread 
Speed of Production 


Let us tell you where you can consult 
an experienced user 


BIGNALL & KEELER MACHINE WORKS 


of the N. O. Nelson Mfg. Co. 
EDWARDSVILLE, ILLINOIS 
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1,637,230. 1,687,221. 


1,637,221. Receptacle-actuated Faucet. Chester W. 
Hathaway, Decatur, Ill., assignor to Adolph Mueller, 
trustee, Decatur, Ill. A faucet comprising a body of 
substantially spherical form having an integral depending 
nozzle and an inlet opening, the axis of which is sub- 
stantially at right angles to the length of the nozzle, the 
interior of the body being divided into two chambers, 
communicating, respectively, with said inlet and nozzle, 
by a partition including a wall which extends inwardly 
from the edge of the inlet opening, at an inclination to 
the axis of said opening, and a second wall extending 
at an acute angle to said first wall across the inner end 
of the nozzle, said second wall being provided with an 
opening adapted to establish communication between the 
nozzle and the chamber in the body on the opposite side 
of the partition from the nozzle, a valve controlling flow 
through said opening and having its stem projecting 
from the body, a spring acting to maintain the valve in 
position to close said opening in the partition, and means 
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adapted to be engaged by a vessel positioned beneath the 
nozzle for moving the valve in opposition to the spring. 
* * s 

1,637,444. Snap-action Valve for Flush Tanks and the 
Like. Harry C. Eustis, Los Angeles, Calif. In a float 
actuated valve, a valve body provided with a longitudinal 
bore, a second bore intersecting said longitudinal bore at 
an angle; said body providing a valve seat above the 
intersection of said second bore, a valve member in said 
longitudinal bore movable to open and closed positions, 
respectively; comprising a lower cylindrical member 
closely fitted in said longitudinal bore below said point of 
intersection, a reduced diameter intermediate portion 
above said lower cylindrical member, and an upper cylin- 
drical member above the intermediate portion; the lower 
termination of the upper cylinder being disposed in align- 
ment with said second bore when the valve is moved to 
closed position. 





1,637.444. 

1,637,825. Flush Valve. Rudolph Klann, Chicago, I]. 
A flush valve comprising a chamber having a discharge 
opening at one end thereof and having a second discharge 
opening at the other end, valves for controlling said dis- 
charge openings, ports communicating with said chamber, 
means connecting said ports with a supply of liquid under 
pressure, and a flexible band around said chamber and 
collapsible under fluid pressure for controlling the flow 
of liquid through said ports. 

* * * 

1,637,592. Flush-tank Valve. James C. Ryan, Kansas 
City, Mo., assignor to Ross Manufacturing Company, Kan- 
sas City, Mo. A flush tank valve comprising a housing 
and valve seat, a cylindrical valve slidable in the housing 
having an operating head seating groove, and having a 
series of unconnected leakage collection grooves between 
the head seating groove and the seat end of the valve 
member and a leakage collection groove at the opposite 
side of the head seating groove, and an operating member 
having a head seated in the head seating groove. 

* * * 

1,637,365. Spud for Waste Connections and the Like. 
Karl A. Wernle, Chicago, Ill., assignor to James B. Clow 
& Sons, Chicago, Ill. In a connection assembly of the 
character described, a spud having a shank portion and 
an outwardly inclined end portion adapted to be disposed 
within an opening in a ceramic vessel or the like, the 
opening in said vessel being of slightly greater diameter 
at the mouth thereof than the greatest cross sectional 
dimension of the spud and increasing in diameter in- 
wardly for a distance sufficient to afford a substantial 
abutment for a substantial portion of the length of the 
inclined portion of the spud and said opening at the ex- 
terior portion of the mouth thereof being substantially 
Dolygonal in shape, a resilient member adapted to be 
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THE 
NIEDECKEN 
SHOWER HEAD 


PATENTED U.S. A., GREAT BRITAIN, CANADA 


A Niedecken Shower 
Equipment 





Showers are frequently condemned be- 
cause a proper flow of water cannot be 
obtained from the shower head on ac- 
count of clogging of the spray holes in the 
face and the difficulty of removing it for 
cleaning. The face of the Niedecken 
Shower Head is easily and quickly re- 
moved for cleaning. 


The face of the Niedecken Shower Head 
is drilled to use the smallest quantity of 
water, distributing it over an area equal 
to a five-inch shower head and many 
types of six-inch heads. The water used 
ranges from four to ten gallons per 
minute at pressures from twenty to six- 
ty pounds. 


The shower Head is sold separately 
only for replacement of heads on 
showers already installed. 


Write for Bulletin D10X. 


HOFFMANN & BILLINGS MFG.Co. 


miu w s. A. 
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MaMa erator Meh disposed between the inclined portion of the spud and 


the adjacent walls of the vessel, means for clamping the 
resilient member between the inclined portion of the 
spud and the adjacent walls of the vessel, and a polygonal 
member engaged in the polygonal shaped portion of the 
mouth of said opening and having means non-rotatively 
engaged with said spud for holding said spud against 


Alr Vent 











The STINSON Patent Equalizing Valve 


A system designed to prevent Water Hammer and any reaction rotation in said opening. 
in the water supply system in the building. If properly installed, 
the Stinson Equalizing Valve is guaranteed to completely and 
ov remove any vibration in water pressure systems of 
piping 

The Valve is made in sizes as conditions require. 

Stock sizes: 1}{ and 2% inch. 

1% inch will take care of from 4% inch to 2 inch supply. 

24 inch will take care of from 2 inch up to’4 inch supply. 

Send rough sketch of piping in basement and I will advise you the 
proper place to install the equalizer. 


Robert Stinson, 1632 Forbes Street, Pittsburgh, Pa. 
aaa Me HeteteteaX 


























Forty years of experience in making gaso- 
line tools for mechanics’ use has developed 
the No. 22 Coil Fire Pot. It produces a ——e 

hotter fire that is not affected by wind or 1,637,592. 











cold weather, and has many improved 

patented features which make the No. 22 

the most serviceable fire pot for the use 1.638.020. Faucet. Frederick Tibble, Grand Rapids, 

of the plumbing trade. Jobbers supply ‘ 4 
No. 22 Coil Fire Pot our line at factory prices. Mich. In a structure of the character described: a pipe 
Ask for L Price x 
annimeiinns having an internally and externally threaded end portion; 
CLAYTON & LAMBERT MANUFACTURING COMPANY a body internally threaded on the pipe’s externally 
6246 Beaubien Street Detroit, Michigan threaded end portion and having a fluid passage, a bear- 

















ing whose axis extends transversely to the body’s longi- 
tudinal direction, and an opening disposed oppositely to 
said bearing; a member externally threaded on the pipe’s 
internally threaded end portion and having a fluid passage 
and a valve seat; a valve carried by said member longi- 
tudinally movable into and out of seating position on the 
valve seat; a removable cap adapted to close said opening 
and having a rotary bearing concentric with the first- 
mentioned bearing; a rotatable shaft journalled in the 
second-mentioned bearing and axially-removably jour- 
nalled in the first-mentioned bearing and carrying an ec- 
centric cam engaging the valve to move the same, the 
Shaft and cam being movable into and out of the body 
through said opening. 























PROFITABLE PLUMBING 
PROPOSITION 


Install underground 
lawn sprinkler systems 
using SPRA-RIGHT 
heads. We want to 
co-operate with you. 





























* * * 
sPRAT RIGHT | 1,638,161. Flush-valve-operating Means. Charles J. 
SPRINKLER COMPANY | Kirk, New Castle, Pa. Flush valve operating means com- 
51 EAST 42nd STREET 3 NEW YORK | prising a pivotally mounted valve lever, and an actuating 








| element operatively connected with the valve lever and 
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Hundreds of clubs, hospitals and hotels have already installed Powers 
mixers. Because they always insure ACCURATE and ABSOLUTE 
control of temperature, they enjoy a wide demand. That demand. is 
your big opportunity. 







Powers Shower Mixers are a profitable item for the master plumber. 
Look into its possibilities. Send for free descriptive book, with im- 


pressive list of users, results of tests, and other helpful information. 
THE POWERS REGULATOR Co. 2716 Greenview Ave., Chicago 


: ar Offices in 38 Cities 
36 years of specialization in temperature control See your telephone directory (3522B) 


‘With the POWERS SHOWER MIXER, 
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mounted for rocking movement in the direction of its 


length and for turning movement on its own axis. 
* * * 


1,637,395. Water-heating Apparatus. Frank W. Shuell, 
Detroit, Mich., assignor to EverHot Heater Company, De- 
troit, Mich. In a water heater, the combination of an 
outer casing, a gas burner, a water storage tank spaced 
within said container forming an annular flue passage- 
way, said tank having its entire lower end spaced a sub- 
stantial distance above said burner and adapted to deflect 
the flame laterally to communicate with said annular flue 
and a depressed portion extending slightly below the re- 














1,638,161. 








a 





1,687 ,395. 
maining portions of said tank arranged to direct the drip- 
pings of condensed water away from said burner, said 
depressed portion being of such small height as to prevent 
any appreciable downward deflection of the combustion 


gases before entering the annular flue. 


Heating Department 


1,636,791. Oil-burner Installation. Ira E. Smith, Stock- 
ton, Calif. An oil burner installation for a firebox having 
a side opening therein, comprising, with a base member 











1,656,701 
supported exteriorly of the opening, a burner inside the 
firebox and operating means for said burner mounted 
on the base outwardly of the firebox;’a rigid housing 
structure mounted on the base and surrounding the 
operating means, and an additional housing member made 
of vibrationless material extending from the firebox to 
the rigid housing and arranged to provide an enclosed air 
passage from the interior of the firebox through the side 


opening thereof and into the rigid housing. 
* * * 


1,637,004. Heavy-oil Vaporizer. Frederick C. Lindsey, 
Milwaukee, Wis. In an oil vaporizer, the combination of 
a hollow body comprising an upper compartment, a lower 
compartment, and an intermediate compartment, the 
latter having an oil inlet and an oil vaporizer outlet, the 
latter provided with an oil vapor conducting tube, this 
intermediate compartment having a tubular oil vaporizing 


member extending therethrough into open communication 
With the said upper compartment and lower compartment 


and into proximity to said oil inlet for receiving oil on 
its outer surface from said oil inlet; said lower com- 
partment having an inlet for receiving a heating fluid 
which passes through said vaporizing member into said 
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Quality Is Important 
in a buner FOR NATURAL GAS 
for the Coal Boiler or Furnace. 


“STANDARD”’ sitkc BURNER 


will change good Coal Boilers or Furnaces 
into good Gas Boilers or Gas Furna:es. 


HEATING MEN HAVE KNOWN THIS FOR YEARS AND 
CONTINUE TO RECOMMEND THE “STANDARD” 


Write for price forJany sizelfire box. 





STANDARD HEATING & RADIATOR CO. 
Wi 200 Penn Ave. Manufacturers Pittsburgh, Pa. 


©, App you securing 


the benefits of the 

Bath-a-Day Move- 

ment in your city? 
Ask Us for Full Particulars 


DOMESTIC ENGINEERING 


1900 PRAIRIE AVENUE :: :: CHICAGO 


The Jreakors 


ATLANTIC ae N.J. 
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On the Oceanfront 





freterred--- 


N SUMMER and all seasons by those who know 
and want the best—upon either the American 
or European plan—and sensible rates withal. 


DANCING GOLF HEALTH BATHS 
AFTERNOON TEAS GARAGE 


JOEL HILLMAN, JULIAN A. HILLMAN, 
PRESIDE: VICE-PRESIDENT 


When in Washington Visit Harvev's Restaurant: 
llth and Pennsylvania Ave’s. Famous Since 1856 
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50 vears 


MANUFACTURING 
PUMPS 


- 
The Buckeye Electric House 
Pump is the product of all these 
years of experience. 
DOUBLE GEAR DRIVE 
PERFECT ALIGNMENT 
RUNS IN OIL—NOISELESS 
AUTOMATIC OPERATION 
EFFICIENT 


Write for bulletin and prices today 


MAST FOOS & COMPANY 
Box 401, Springfield, Ohio 
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The End of 
Furnace Pipe -. 
Troubles! 


Faultless Cast Iron Furnace Fipe, the everlasting— 
unaffected by gases, heat or dampness—ends worries 
and actual fire hazard coming from use of sheet metal 


p_pe. 
Exceptionally easy to install—no service required 


afterward. One sale means as much profit as THREE 
SHEET METAL INSTALLATIONS! 


Let Us Tell You More About It! 
FAULTLESS CASTINGS CO., Dept. K, Brazil, Ind. 


CAST IRON 











FAULTLES 


FURNACE PIPE 








Have you any used 
tools? 


No doubt you have. Chances 


are, they are lying somewhere 
Possibly 


new tools have replaced the old. 


around your shop. 





These old tools will bring you 
dollars if advertised in the “For 


Sale” columns of DOMESTIC 
ENGINEERING. Some 








plumber in another locality may 
be waiting to obtain these tools, 
in good condition, at reduced 
prices. The very low rate of 8c 
per word makes the Classified 


Page a good buy. 
ages Nm 
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upper compartment; said upper compartment having a 
heating outlet which forms part of a heat-retaining pas- 
sage and surrounds and encloses a part of said gas-con- 
ducting tube for the purpose specified. 
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1,637,158 


Lewis F. Ostrander, Milwau- 


Vent Valve. 
In a venting device of the character described 


1,637,158. 
kee, Wis. 
including a casing having an 
mechanism for opening and closing said opening, an 
auxiliary air exhaust chamber communicating with the 
interior of said casing by way of the outlet opening 
thereof, a ball valve associated with said chamber and 
opening upon a predetermined rise in the pressure therein 
to provide a communication between the same and the 
atmosphere, and guiding means for said ball valve, said 
means being inclined upwardly in the direction of the 
opening movement of said ball valve a relatively slight 
amount with respect to the horizontal. 


* * * 


outlet opening and valve 


1,636,770. Thermostatic Pilot-control System for Burn- 
ers. Otto Fox, Cleveland, and Willet E. Stark, East Cleve- 
land, Ohio, assignors to The Bryant Heater and Manufac- 
turing Company, Cleveland, Ohio. in a thermostatic pilot 
control system for burners, a main burner, a pipe for 
supplying gas thereto, a pilot burner having a thermostat, 








1,636,770 


a valve associated with the thermostat and adapted to be 
opened when the thermostat cools by the extinguishment 
of the flame of the pilot burner, a main control valve, and 
means.whereby the opening of the first mentioned valve 


prevents opening of the main control valve. 





Milwaukee, Wis.—Plans will soon be completed for the 
erection of a theater and office building at Third street 


between Clarke and Center. Peacock & Frank are the 
architects. 
Everett, Wash.—A theater to cost $100,000 is being 


built for the Star Amusement Co., plans being completed 
by Doyle & Merriam, who let the general contract to A. 
B. Bellanger. 
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address. Minimum $2.00 for each insertion, One inch $4.00, 
accompany order, Copy should reach us eight days in advance, 





Situations Open 





SALESMEN—AN OLD ESTABLISHED 

house making a full line of plumbing 
specialties in brass, leather, rubber, 
etc., could use local representatives in 
the principal cities of the United States 
to sell their line, either whole or part 
time, on a straight commission basis. 
A very liberal proposition with full set- 
tlement at end of each month. This is 
a high-grade line, with many exclusive 
items. Will bear the closest investiga- 
tion. We will not consider anyone who 
does not at present have a trade ac- 
quaintance in their respective city. If 
you are a resident of one of the larger 
cities and have a following among the 
plumbing trade, we can put you in a 
position to make good money, providing 
your territory has not yet been allotted. 
Reference required. All replies treated 
in strict confidence. Address, stating 
qualifications, ete., Key 902, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago, Ill. 





DISTRIBUTORS — DISTRICT MAN- 

agers wanted for exclusive terri- 
torial representation by manufacturer 
of electric water heaters and appli- 
ances, having unusual sales appeal. 
Through jobbers, dealers, contractors 
and users. Domestic Appliance Co., 
Louisville, Ky. 





MANUFACTURER OF HIGH GRADE 

plumbers’ brass, valves and special- 
ties can use a few men in territories 
now open, to call on the plumbing 
trade direct. Give full details in first 
letter. The Rickersberg Brass Co., 
Cleveland, Ohio. 


GOOD EXCLUSIVE DISTRIBUTIONAL 

proposition or side line for man with 
ability, calling on plumbing dealers. 
Communications strictly confidential. 
Koil-Les Heater Company, Geneva, III. 





WE ARE BUILDING UP A NATIONAL 

network of experienced brass goods 
salesmen calling on master plumbers in 
every principal city of the country 
excepting Metropolitan area to sell our 
line of superquality staples and fast 
selling, low priced, patented specialties. 
Only men who have enough confidence 
in their sales ability to work on a 
straight commission basis payable 
monthly and without any guarantees, 
need apply. Full time men preferred 
but will consider experienced men 
carrying other non-conflicting quality 
lines. All communications confidential. 
Furnish references with application. 
Address Key 921, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


WANTED: ESTABLISHED SALESMEN Miscellaneous 
now calling on the plumbing trade to — stk iicnatatd 

handle a Plumber’s Necessity on a com- 

mission basis. EVERY PLUMBER A ESTIMATING BLANKS, JOB TICKETS, 


USER—splendid opportunity with man- time sheets, stationery, etc., for 
ufacturer. Good territory still avail- Plumbers. Samples and prices by re- 
able. Give full details. The Jenkins turn mail. Louis Fink & Sons Co., 
Manufacturing Co., Ine, P. O. Box 1592, School Bldg. Laurel Springs, N. J. Est. 
Cincinnati, O. 1896. 





MANUFACTURER OF P cnapro ml 

water heating specialty offers excep- 
tional opportunities to salesmen cover- The Most Reliable 
ing the plumbing and heating trade in 


all territories, side line or full ‘time, PIPE COUPLING BUYERS 


commission basis. Sells for less than 





$2.00. Season just commencing. Ad- n T 

dress Key 924, “Domestic Engineering,” i he Country 

1900 Prairie Ave., Chicago. Write us about your surplus 
pipe couplings. 


WE MANUFACTURE — Er = 
rect to plumbing trade ( staple 
items of brass. High quality. One CAPITOL MFG.& SUPPLY CO. 
profit prices. Excellent side line. Sev- 550 Nicholas St., Columbus, O. 
eral territories open. Address Key 923, 
“Domestic Engineering,’ 1900 Prairie 
Ave., Chicago. 
SEVERAL MEN WITH EXPERIENCE PLUMBERS’ STOCK BOXES 
and clientele among plumbing supply > . 
jobbers wanted by old ——— Send for price list 
making a full line of staple brass 
goods and concealed brass fixtures for and free booklet: 
the following territories: Eastern Can- “How to Build 
ada, Minnesota, Texas, Kentucky, Ten- ' 
nessee, Louisiana, Mississippi, Alabama, Plumbers’ Stock 

















Oklahoma, Arkansas, Kansas, Missouri, . : ” 
Iowa, Nebraska, New ee bad gre Bin Cabinets. 

Wyoming and Montana. Address Key P 

922, “Domestic Engineering,” 1900 HADDON BIN LABEL CO., Haddon Heights, N. J 


Prairie Ave., Chicago. 





WANTED—FINANCIALLY a eae, = : 

ble Distributor to operate in exclu- 
sive territories in Southwest and South, ; Government Proposals 
including Kansas City, for . well — 
known automatic gas water heater, A STING - — en 
thoroughly tried out and tested, with TREASURY DEPARTMENT SUPER- 
trade already established. Attractive vising Architect's Office, Washington, 
proposition for the right parties. Ad- D. C., Sept. 7, 1927. Sealed I roposals 
dress Key 920, “Domestic Engineer- will be opened in this office at 3 p. m., 
ing,’ 1900 Prairie Ave., Chicago Sept. 29, 1927, for removing the present 
oes : : fe mi = = water supply piping and furnishing 











PLUMBING INSPECTORS: IN THE and installing new brass water supply 

northern section of New Jersey and system at the United States custom 
bordering on New York State inter- house, New York, N. Y. Proposals will 
ested in the formation of and organiza- be considered only from individuals, 
tion for Mutual, Educational and Social firms or corporations possessing satis- 
benefits. Address John Campbell, Chief factory financial and technical ability, 


Plumbing Inspector, Board of Health, equipment and organization to insure 
Paterson, N. J. - speedy completion of the contract; and 
who have established a record for ex- 
perience on contracts of similar char- 

















For Sale acter and magnitude. The fact that 
any concern obtains a set of plans and 
FOR SALE: ESTABLISHED PLUMB- specifications from any source what- 
ing and heating jobbing business in ever and submits a bid shall not con- 
Central Missouri River States, Exclusive stitute a waiver of the foregoing stip- 
sales on some lines. Clean stock of pipe, ulations. Drawings and specifications 
fittings, valves, boilers, radiation and may be obtained from the custodian, U. 
ete. Good business location at reason- S. custom house, New York, N. Y., or 
able rent. Small amount of capital to from this office in thé discretion of the 
invest. Address Key 926, ‘‘Domestic En- Supervising Architect. Jas. A. Wet- 
gineering,’ 1900 Prairie Ave., Chicago. more, Acting Supervising Architect. 






























LOMESTICS «9 country. Ask yourself, can you afford not to be a 


wl id ENGINEERING 


rs a 4c an issue—you might say almost nothing, yet 

dollars worth of new ideas, news, pictures of your 
outings and conventions, and a market section 
that is saving plumbers money in all parts of the 


reader—then forward your subscription. 


liana 
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JUDD TOILET SEATS 


ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 


EARL JUDD CORP. WRIGLEY BUILDING CHICAGO 


Sold by leading jobbers everywhere 
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is: 


“SS per se 
Build your repatation on LEAD 


You can build a stfo g, enduring reputation by 
installing product¢ made only of pure lead—the 
permanent, enduring metal for which there is 
no substitute. No other métal has the tough endurance, 
the weather resistance and elastic adjustability of lead. 
No other metal has this combination of qualities so es- 
sential for pipe, plumbing |fittings, roof flanges and any 
number of products necessary to modern living. The 
Eagle-Picher Lead Company, Chicago, Joplin, Cincinnatt. 


d Products 
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Mention Domestic ENGINEERING when writing advertisers. 














